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Because,  as  our  faculty  adviser,  he  has  cheerfully  assisted  us  in  our 
activities  and  because,  as  our  teacher,  he  has  guided  us  with 
patience  and  understanding,  the  Class  of  193  8  grate- 
fully dedicates  this  Year  Book  to 
MR.  JOHN  W.  WALLACE 


Ralph  A.  Eaton 


No  one  has  followed  our  carters  at  Dal  haw  High  School  with 
more  sympathy  than  Mr.  Ralph  A.  Raton.  He  assures  its  that  lie 
arc  the  finest  graduating  class  he  has  seen  in  years. 

We  feel  equally  kindly  disposed  ton  aids  him.  His  thoughtful 
advice  and  his  friendly  cooperation  have  earned  for  him  our  deepest 
gratitude. 


OUR  FACULTY 


Miss  Ruth  E.  Baker  .  .  .  has  taught  junior  English  here  for  four  years  .  .  . 
spends  most  of  her  spare  time  reading,  walking,  and  studying  for  her  A.  M.  degree 
at  Boston  University,  her  alma  mater  .  .  .  spends  summers  camping,  traveling,  and 
"recuperating." 

Mr.  Howard  T.  Bottomley  .  .  .  graduate  of  Boston  University  with  A.B.  and 
A.M.  degrees  .  .  .  refuses  to  disclose  wlhat  he  teaches,  but  we  know  it's  junior  and 
senior  history  .  .  .  true  love  is  selling  senior  play  tickets  .  .  .  thinks  our  class  is 
"terrible." 

Miss  Margaret  R.  Boynton  .  .  .  graduated  from  Mount  Holyoke  College  with 
A.B.  degree  .  .  .  thinks  we  have  some  very  nice  components,  ahem!  teaches  French 
to  earnest  juniors  and  seniors  .  .  .  has  so  many  hobbies — sewing,  knitting,  golfing, 
skiing,  etc.,  that  "it's  pitiful"  .  .  .  ambition  is  to  have  an  answer  to  the  question, 
"What  is  your  ambition?"  ...  on  the  whole  has  "quite  a  lot  of  fun." 

Miss  Catherine  E.  Castle  .  .  .  graduate  of  Radcliffe  College,  is  now  working  for 
a  master's  degree  in  education  at  Boston  University  .  .  .  teaches  English  to  freshman 
college  divisions  .  .  .  fools  around  with  knitting,  gardening,  and  reading  .  .  .  has 
hopes  of  driving  her  own  car  to  California  some  day. 

Mr.  Fred  A.  Clark  .  .  .  graduate  of  Massachusetts  School  of  Art  with  B.S.E. 
degree  .  .  .  thinks  class  is  jolly  and  willing  to  work  .  .  .  started  this  year  teaching  me- 
chanical and  free  drawing  .  .  .  spends  his  summers  sketching  and  reading. 

Miss  Lucy  Clough  .  .  .  graduated  from  Colby  College  with  an  A.B.  and  from 
Boston  University  with  an  A.M.  degree  .  .  .  teaches  math  to  sophomores,  juniors,  and 
seniors  .  .  .  spends  her  spare  time  sleeping  and  gardening  at  her  home  in  Kennebunk- 
port,  Maine  .  .  .  her  ambition  is  so  worn  out  she  hasn't  much  left. 

Miss  Madeline  Clough  .  .  .  has  taught  Latin  to  struggling  sophomores,  juniors, 
and  seniors  for  eleven  years  .  .  .  has  an  A.B.  degree  from  Colby  and  an  M.Ed,  from 
Boston  University  .  .  .  spends  her  summers  with  her  sister  in  Kennebunkport,  Maine 
.  .  .  wants  to  retire  eventually  and  travel  in  America,  Europe,  and  especially,  Rome. 

Mr.  Joseph  H.  Connors  .  .  .  holds  an  A.B.  and  A.M.  from  Boston  College  .  .  . 
has  been  teaching  United  States  History  here  for  four  years  .  .  .  likes  all  sports,  but 
favors  badminton,  golf,  and  swimming  .  .  .  spends  summers  motoring  in  New  Eng- 
land .  .  .  refuses  to  disclose  his  "secret  ambition." 

Miss  Marion  E.  Corley  .  .  .  teaches  shorthand  and  typewriting  .  .  .  spends  sum- 
mers reading  and  golfing  in  Vermont  .  .  .  enjoys  the  theater,  and  hopes  some  day  to 
travel  ...  is  studying  for  a  master's  degree  in  education  at  Boston  University. 

Mr.  Harold  E.  Cowan  .  .  .  teaches  bookkeeping,  economics,  geography,  and 
secretarial  accounts  .  .  .  thinks  senior  class  has  combined  intelligence  and  personality 
.  .  .  born  in  Brooklyn,  New  York,  has  attended  both  Harvard  and  New  York  Uni- 
versity .  .  .  most  interested  in  dramatics,  but  dabbles  in  bowling  .  .  .  enjoys  traveling. 

Mr.  Nicholas  DeSalvo  .  .  .  stays  home  studying  summers  so  that  he  won't  get 
homesick  .  .  .  likes  to  fish,  hunt,  and  swim,  but  favors  hockey  .  .  .  teaches  English 
.  .  .  graduated  from  Boston  College. 

Miss  Katherine  Gahagan  .  .  .  graduated  from  Middlebury  College  with  an  A.B. 
degree  .  .  .  has  taught  Latin  and  French  to  sophomores  "ever  since  she  can  remem- 
ber" .  .  .  ambition  is  to  spend  a  year  in  Brittany  and  the  Chateau  Country. 
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Robert  W.  Gibb  .  .  .  supervisor  of  music  in  Dedham  schools  for  over  twenty 
years  .  .  .  writes  music  in  spare  time  .  .  .  has  had  his  songs  published  all  over  the 
United  States,  England,  and  the  continent  .  .  .  spends  his  summers  at  his  summer 
home  in  Kingston,  building  boats  and  remodeling  his  home  .  .  .  rivals  Mr.  Ryan  in 
trying  to  keep  his  cabinet  in  back  of  the  assembly  hall  in  worse  order  than  Mr., 
Ryan's  desk  .  .  .  wrote  his  "Gay  Seville"  at  the  age  of  eighteen. 

Miss  Doris  M.  Grant  .  .  .  hails  from  Mr.  Desert  Island,  Maine  .  .  .  graduate  of 
University  of  Maine  ...  is  now  working  for  her  A.  M.  degree  .  .  .  hopes  to  learn  to 
knit  the  thumb  into  a  mitten  she  started  two  years  ago  .  .  .  taught  some  of  us 
sophomore  English  .  .  .  hasn't  one  good  word  to  say  for  us  (but  she  is  only  fooling) 
.  .  .  deserves  plenty  of  thanks  for  the  grand  work  she  does  every  year  with  the 
senior  play. 

Mr.  Joseph  Green,  Jr.  .  .  .  holds  A.B.  and  A.M.  degrees  from  Boston  College 
.  .  .  has  been  teaching  math  here  for  eight  years  .  .  .  claims  he  likes  to  "just  plain 
sit,"  but  spends  most  of  his  time  canvassing  for  our  athletic  association 

Mr.  Eliot  G.  Hall  .  .  .  hobbies  are  reading  and  writing,  but  definitely  not  'rith- 
metic  .  .  .  teaches  English  and  does  remedial  work  .  .  .  holds  an  A.B.  degree  from 
Dartmouth  and  an  M.A.  from  Boston  University. 

Miss  Marion  Harding  .  .  .  has  been  teaching  biology  and  physiology  in  Dedham 
for  ten  years  .  .  .  has  a  B.S.  degree  from  Tufts,  and  is  now  working  for  an  M.Ed. 
.  .  .  spends  her  summers  constructing  the  Pocket  Mountain  Nature  Trail  .  .  . 
thinks  ambitions  are  dangerous  things. 

Mr.  John  F.  Heaphy  .  .  .  better  known  as  "coach"  or  "the  Heaph"  .  .  . 
graduated  from  Boston  College  with  a  Ph.B.  degree  .  .  .  while  not  coaching  football 
or  baseball,  tries  to  plant  a  germ  of  algebra  and  geometry  into  willing  heads  .  .  . 
spends  summers  at  the  North  Shore  .  .  .  "Jeekers!" 

Miss  Harriette  Hunting  .  .  .  has  taught  cooking  here  for  ten  years  .  .  .  ambition 
is  to  produce  a  good  cook  someday  .  .  .  has  a  B.S.  degree  from  Framingham  College 
.  .  .  enjoys  reading  and  keeping  house. 

Mr.  Daniel  J.  Keegan  .  .  .  teaches  sales,  commercial  law,  and  business  organiza- 
tion .  .  .  holds  B.S.E.  degree  from  Fitchburg  State  Teachers'  College  .  .  .  spends 
summers  traveling  in  the  mountains  and  playing  golf. 

Miss  Dorothy  P.  Kendall  .  .  .  received  A.B.  degree  from  Mt.  Holyokc,  and  A.M. 
from  the  Bread  Loaf  School  of  English  at  Middlebury  College  .  .  .  will  return  there 
this  summer  to  study  play  production  .  .  .  ambition  is  to  discover  in  one  of  her 
pupils  great  poetic  ability — or  to  inspire  a  literary  genius. 

Mr.  Thomas  LeGuern  .  .  .  has  taught  business  practice,  commercial  law,  and 
business  organization  for  a  year  .  .  .  holds  a  B.S.  in  B.A.  degree  from  Boston  Uni- 
versity .  .  .  spends  his  time  playing  golf  and  collecting  iootball  officials'  horns. 

Miss  Rosalie  M.  Lyons  .  .  .  has  taught  geography  and  business  practice  for  the 
past  five  years  .  .  .  graduated  from  Simmons  College  with  a  B.S.  degree  .  .  .  likes 
interior  decorating,   and   spends   her   summers   in  Rockport. 

Miss  Laura  J.  Mclntire  .  .  .  enjoys  reading,  swimming,  motoring,  and  her 
nephews  .  .  .  has  taught  arithmetic,  typewriting,  shorthand,  and  geography  here 
since  1929  .  .  .  graduated  from  Simmons  College  with  a  B.S.  degree  .  .  .  ambition  is 
to  be  a  "perfect  36." 

Miss  Florence  E.  Murdock  .  .  .  has  an  A.B.  from  Radcliffe  and  is  getting  her 
M.Ed,  at  Boston  University  this  summer  .  .  .  teaches  junior  and  senior  English  .  .  . 
spends  summers  traveling. 
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Mr.  Thomas  F.  O'Donncll  .  .  .  teaches  Modern  and  United  States  History  .  .  . 
coaches  basketball  and  assists  with  track  .  .  .  holds  an  A.B.  degree  from  Colby,  an 
M.A.  from  Boston  University  and  has  completed  a  year's  study  for  his  Ph.D.  .  .  . 
spends  his  summers  as  assistant  director  of  Camp  Day  for  boys  .  .  ambition  is  to  be- 
come Mayor  of  Islington. 

Mr.  Charles  L.  Peltier  .  .  .  has  honored  Dedham's  faculty  for  the  past  seven 
years  .  .  .  spends  his  summers  reading  .  .  .  received  his  A.B.  degree  from  Clark 
University,  and  his  Ed.M.  from  Boston  University  .  .  .  ambition  is  to  have  a  civic 
class  full  of  "redheads." 

Mr.  Edwin  T.  Peterson  .  .  .  has  been  at  Dedham  for  fourteen  years  teaching 
sciences  and  mathematics  .  .  .  graduated  from  Bates  with  a  B.S.  degree  .  .  .  tries 
to  make  his  pupils  more  open-minded  .  .  .  coaches  track  .  .  .  thinks  '38  is  one  of  the 
best  classes  ever. 

Mr.  James  Riley  .  .  .  thinks  this  is  the  best  graduating  class  he  has  seen  in 
Dedham — should  we  mention  that  he  has  been  teaching  science  here  for  just  seven 
months?  .  .  .  graduated  from  Boston  College  with  A.B.  and  M.Ed,  degrees  .  .  .  likes 
to  help  coach  the  track  team. 

Mr.  Joseph  H.  Ryan  .  .  .  spends  most  of  his  time,  etc.,  pampering  "Benny," 
whose  wheeze  smacks  of  asthma  .  .  .  graduated  from  Dartmouth  with  an  A.B.  degree 
.  .  .  has  taught  senior  English  here  for  the  last  eight  years  .  .  .  hobby  is  getting  the 
Mirror  off  to  bed. 

Mr.  Orlando  Scafati  .  .  .  one  of  Dedham's  own  sons,  came  back  to  teach  junior 
business  training,  after  getting  a  B.S.  degree  from  Notre  Dame  .  .  .  spends  his 
summers  at  home  .  .  .  assists  Coach  Heaphy  with  football. 

Miss  Mary  Sheehan  .  .  .  will  travel  "somewhere"  this  summer  until  her  money 
gives  out  .  .  .  graduate  of  Boston  University  with  an  A.B.  degree  .  .  .  teaches  English 
and  Latin  .  .  .  thinks  we  have  improved  greatly  since  she  first  met  us. 

Miss  Mary  E.  Sullivan  .  .  .  teaches  sewing  .  .  .  attended  the  Boston  School  of 
Domestic  Science  and  Simmons  College. 

Miss  Mary  Sweeney  .  .  .  ambition  is  to  have  a  real  good  garden  .  .  .  teaches 
typewriting  and  shorthand  .  .  .  enjoys  playing  bridge  .  .  .  holds  a  B.S.  dgeree  from 
Simmons  .  .  .  travels  in  the  summer. 

Miss  Olga  von  Schantz  .  .  .  has  been  teaching  sophomore  English  here  for  six 
years  .  .  .  spends  her  time  ice-skating  and  coaching  plays  for  the  Dramatic  Club 
.  .  .  graduated  from  Radcliffe  with  an  A.B.  degree. 

Mr.  John  W.  Wallace  .  .  .  spends  his  summers  in  New  Hampshire  gardening, 
golfing  and  motoring  .  .  .  thinks  we  are  a  "most  unusual  class  in  our  abiltiy  to  get 
things  done  well  with  a  minimum  of  faculty  supervision"  .  .  .  graduated  from  the 
Harvard  School  of  Education  and  Boston  University  School  of  Business  Administra- 
tion .  .  .  teaches  appliances  and  business  practice. 

Miss  Mary  Weeks  .  .  .  enjoys  gardening  and  books  .  .  .  teaches  Ancient  and 
Modern  European  History  to  freshmen  and  sophomores  .  .  .  holds  an  A.B.  degree 
from  Smith  and  an  Ed.M.  from  Harvard. 

Miss  Helen  Woodside  .  .  .  thinks  we're  a  grand  class  (funny,  they  all  say  that 
when  we  graduate!)  .  .  .  received  B.S.  degree  from  Simmons  .  .  .  teaches  science 
and  algebra  .  .  .  enjoys  driving,  swimming  and  golfing. 

Mr.  Thomas  Yonker,  teaches  history  to  freshmen  ...  is  partial  to  golf  and 
bridge  .  .  .  graduate  of  Villanova  .  ,  .  spends  summer  "doing  nothing  in  particular." 
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CLASS  POEM 
Ave  Atque  V ale 

Anne  Martin  Hilary-Carr 

Green,  grassy  paths  cur  eager  feet  still  tread, 
Nor  scarcely  feel  the  coolness  of  the  lawn. 
Bright  blossoms  mark  the  way,  and  straight  ahead 
There  stands  a  gate,  yet  closed.    We  hurry  on. 

But  suddenly  recalling  dreams  we've  shared, 
We  kneel  to  smell  the  flowers,  just  once  more. 
Then  leaving  that  for  which  we  long  have  cared, 
Eyes  concentrate  upon  that  looming  door. 

There,  hope  stands  beckoning,  nor  can  we  stay 
If  we  would  know  the  truth  that  lies  beyond. 
The  gate  is  reached — again  our  steps  delay; 
We  backward  glance,  reluctant  to  respond. 

Stumbling,  we  see  through  tears  pale  bluish  plots. 
We  leave,  arms  laden  with  forget-me-nots. 


GLm  1938 


ANN  H.  ALLAN 

"Smooth  runs  the  water 
where   the   brook   is  deep." 

If  the  words  "Oh  doctor!" 
are  heard,  don't  be  alarmed; 
it's  only  Nancy's  favorite  ex- 
pression. Nancy  loves  to 
roller  skate  and  she  plans  to 
travel.  Whether  or  not  she's 
going  to  travel  on  skates  we 
fan't  tell.  After  she  has  had 
a  bit  of  a  vacation,  she's  go- 
ing to  settle  down  to  work 
and  then,  says  she,  "Who 
knows?"  We  expect  the 
best,  Nancy. 


/ 


MADELYN  ROSE 
ALLEGRO 

"/  have  a  heart  with  room 
for  every  joy." 
More  than  she  ever  enjoy- 
ed basketball,  Madelyn's  go- 
ing to  enjoy  the  future.  Her 
plans  call  for  a  handsome 
boss,  a  romance,  and  a  South 
Sea  Island  honeymoon.  We 
can't  wish  her  much  more 
than  that,  can  we? 


ELIZABETH  ALDEN 
ALLEN 

"1  will  be  the  gladdest  thing 
under  the  sun." 
Betty,  the  lucky  girl  who 
seems  to  go  just  about  every- 
where and  who  has  lots  of 
fun  doing  it,  will  attend  Col- 
by Junior  College  for  the 
next  two  years.  Then  she 
says  she  will  take  up  inter- 
ior decorating  '"n  stuff."  Bet 
she  goes  places,  huh? 


V  CHARLES  HENRY 
ANDRIES 

"One  of  those  happy  souls 
which  are  the  salt  of  the 
earth." 
"Hey,  germ,  got  an  extra 
jit?"  that's  what  Charley, 
one  of  our  more  energetic 
students,  says.  In  the  near 
future  he  is  either  getting  a 
job  as  a  bookkeeper  or  going 
to  college.  We  all  hope  that 
after  he  becomes  a  success- 
ful accountant,  he  gets  that 
million  dollars  he  wants. 
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LYMAN  CAREWE  AVERY 

"Of  his  deeds  the  nation  shall] 
take  note." 
He's  done  most  for  his 
class.  He's  the  most  popu- 
lar boy.  He's  an  actor,  an 
athlete,  a  speaker  and  a 
scholar.  "Gee  whiz,"  he 
says,  and  we  echo  him.  He's 
headed  for  Rutgers  and  he 
hopes  to  become  a  first  class 
civil  lawyer.  We  expect 
great  things  from  Lyman. 


PAUL  ANGUS  AVERY 
'Care  to  our  coffin  adds  a 

nail,  no  doubt; 
And    every    grin    so  merry 
draws  one  out." 
Deac,     a     bashful  Beau 
Brummel,  was  one  of  our  star 
football    players    and  was 
voted  our  best-natured  boy. 
He  has  been  presiding  over 
our  student  court  this  year 
and  pronouncing  some  very 
sage  judicial  opinions.  After 
attending  Rutgers,  he  hopes 
to  play  the  drums  in  Benny 
Goodman's  band.  We'll  see,  I 
Paul. 


BETSY  ALDEN  AYRES 

"Dark  eyes — eternal  soul  of 
pride." 

After  graduation,  Betsy  is 
planning  to  fill  the  job  await- 
ing her.  Let's  hope  that  it's 
a  good  one.  Who  knows  but 
it  will  lead  to  the  "peachy" 
marriage  that  is  Betsy's  one 
ambition. 


/BERNARD  HOLBRQOK 
BAILEY  JR.// 

"Siletice  is  the  viwy  of  the 

"Oh,  I  Son'tlKnow,"  says 
Bernard^  f)M  we  do\  know 
he'll  lWake  a  sucOjesiful 
chemiKpflN  engineer.  _  i  W  will 
bfiynpey  for,  anyene/who  has 
hadrnis  expetrieirca'  in  encin- 
eqring  peopltt  int/  the  right 
seats  at  PljWf  and  through 
the  recehnne  \ines  at  piy>ms. 
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PATRICIA   RUTH  / 
BALDWIN 

"Be  England  what  she  will, 
With  all  her  faults  she  is  my 

country  still." 

"M-m-m  could  be!"  says 
Patty-Ricia  with  an  inflection 
which  belies  her  nativity  in 
"the  tight  little  isle."  Her 
snappy  eyes  and  ingenuous 
ways  attract  many  friends. 
Her  aim  is  to  be  a  second  Dr. 
Harvey  Cushing.  M-m-m 
could  be,  Patty. 


>^    ROBERT  BAYLEY 

"From  the  crown  of  his  head 
to  the  soul  of  his  foot,  he  is 
all  mirth." 
Bob's  expression,  "On  the 
down  beat,"  suggests  an  or- 
chestra leader,  but  Bob 
hasn't  made  up  his  mind 
about  the  future  yet.  If  he 
is  always  "happy  about  the 
whole  thing,"  he'll  find  his 
right  place  and  we  wish  him 
luck. 


WILFRED  BEAUMONT  JR. 
"Deeds,  not  words." 
Red  is  a  versatile  fellow, 
having  played  baseball,  hoc- 
key and  football.  His  cheery 
disposition  and  constant 
smiles  have  made  him  very 
popular  in  school.  We're 
sure  that  these  qualities  will 
aid  him  in  life  as  well  and 
bring  the  success  he  richly 
deserves. 


MARY  JANE  BECKFORD 

"Friendship  is  the  wine  o 
life." 

Becky  was  one  of  our  dis- 
tinguished stars  in  the  senior 
play.  As  she  has  always 
been  a  friend  to  all,  we  think 
she  will  make  a  most  sympa- 
thetic nurse.  Next  fall  she 
intends  to  enter  the  Charles 
School,  in  Cambridge,  so  that 
if  the  doctor  should  also 
need  a  secretary  she'll  be 
ready  for  that  as  well. 
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LEWIS  A.  BEDARD,  JR. 

He  taketh  most  delight  in 
musical  instruments." 
Lewis  wants  to  be  a  suc- 
cessful musician  and  body 
draftsman.  We  don't  know 
what  one  has  to  do  to  be  the 
latter,  but  as  far  as  music  is 
concerned,  you  can't  convince 
us  that  Lewis  isn't  a  success 
already.  His  trumpet  play- 
ing in  the  school  orchestra 
leaves  little  to  be  desired. 


X 


JOHN  HERBERT 
BIRCHALL 

"The   fanner   is  a 
man." 

John's  favorite  expres 
sion  ?  He  fain  would  concea 
it.  But,  if  signs  are  correct 
we  hereby  reveal  it 
aim  is  to  live  with  th 
and  corn,  retire  wi 
hens,  and  arise  with 
morn.  That  is,  when  he's 
given  his  cap  and  his  gown 
at  the  State  Agricultural 
School  of  renown.  "Hey 
Rube!" 

ELIZABETH  BLAKE 

"Now  the  red  wins  upon  her 
cheek; 

Now    white    with  crimson 
closes 

in  desperate  struggle — so  to 

speak, 
A  War  of  Roses." 

"Don't  ask  me;  I  wouldn't 
know,"  says  Betty.  Her  am- 
bition is  to  travel  and  live 
happily,  so  here's  hoping  that 
she  gets  that  good  position 
with  a  nice  long  vacation  for 
a  trip  around  the  world. 
May  she  always  be  as  happy 
as  she  is  now. 


n  honest  f)  L'W  « 


he  cattle  (j.      •  JrN 
vith   the  W/d^ 
vith  the 


V, 


ANTHONY  J.  BONITO 

"The  crocus  bed  is  a  quiv- 
ering moon  of  fire." 
"Oh  Heck" — Bonny's  one 
ambition  is  to  get  Mr. 
Heaphy  a  comb,  a  hair- 
brush, and  a  bottle  of  hair- 
tonic.  After  three  years  of 
playing  football,  he  has  yet 
to  do  this.  He  has  no  defin- 
ite plans  for  the  future,  but 
he  ought  to  go  a  long  way — 
possibly  with  Mr.  Heaphy 
after  him. 


Y'  EDWARD  FRANCIS  , 
BONITO 

"Here  was  a  man  to  hold 
against  the  world." 
Eddie  plans  to  become  a 
"grease  monkey"  and  take 
cars  apart,  forgetting  how 
to  put  them  together  again. 
When  the  owner  queries  him 
about  the  condition  of  the 
car,  Eddie  will  bring  into  ac- 
tion his  favorite  expression, 
"I  don't  know."  Keep  at 
jour  ambition,  Ed.  Many  of 
the  millionaires  today  start- 
ed as  mechanics  and  who 
knows  but  in  a  few  more 
years  your  income  tax  will 
help  decrease  the  public  debt. 

CATHERINE  ELIZABETH 
BRINDLEY 

"Discourse,  the  sweeter  ban- 
quet of  the  mind." 
Moot  Hon,"  we  do  hope 
Kay"  is  going  to  have  a 
long  and  happy  life  with 
him,  but  how  could  she  fail 
to,  when  even  now  so  many 
people  like  her?  Who  is  the 
him  Kay?  Has  he  anything 
to  do  with  your  desire  to  get 
that  good  position? 


V  FLORENCE  ARLENE 
BROAD 


'Twas  for  the  good  of  my 
country 
That  I  should  be  a-broad.' 

Arlene  is  one  of  our  more 
musical  classmates,  but 
please,  Arlene,  don't  waste 
your  talents  on  that  farm. 
Or  maybe  you  intend  to 
charm  the  hens  and  the  hogs 
with  your  famous  "Row-de- 
Dow."  Come,  come,  Broad- 
ski,  'fess  up. 


DORIS  ANSTICE 
BROOKES 
"Sweet  are  the  little  brooks 
that  run." 
Doris  wants  to  be  a  child 
nurse.  Just  to  try  it  out  she 
has  been  taking  care  of  chil- 
dren afternoons.  As  her  first 
step  she  plans  to  enter  the 
Convalescent  Home  at  the 
Children's  Hospital  in  Wel- 
lesley.  We  hope  there  won't 
be  too  many  occasions  when 
the  little  ones  make  her  use 
her  favorite  expression,  "Oh 
clear!"  She's  so  easy  to  get 
along  with,  there  probably 
won't  be. 


GEORGE  W.  BROOKS 

"True  to  his  word  and 
friendly  in  •  his  heart." 
Porky  greets  everyone 
with  a  cheery  smile  and  "Hi- 
keed."  He  wants  to  be  an 
office  boy  for  abcut  a  year 
and  then  an  accountant.  Of 
course,  we  know  you  will 
succeed,  Poiky,  but  we  wish 
you  loads  of  luck  anyway. 


DOROTHY  ANNE 
BROWNE 
"Oo,  la,  la." 
Dot,  as  the  French  girl  in 
"The    Charm    School"  was 
"definitely"  a  success.  She's 
"definitely"    going   to  enter 
the    Massachusetts  General 
Hospital  as  a  student  nurse 
and  she's  going  to  become, 
eventually,  an  expert  anaes- 
thetist.   Then    when  some 
wealthy  doctor  asks  her  to 
be   his,   she'll   reply,  "Defi- 
nitely." 

/     DORIS  MARION 
J  BURHANS 

Enjoy  thy  youth;  it  will  not 
stay." 

Dot  is  known  around 
school  as  a  bicyclist.  Her 
ambition  is  to  be  an  occupa- 
tional therapist.  She  will 
train  one  year  as  a  nurse 
at  St.  John's  Hospital  in 
New  York,  and  then  she 
will  go  to  the  School  of  Oc- 
cupational Therapy  in  Bos- 
ton. It  sounds  sort  of  hard, 
Dot,  but  we  hope  you'll  en- 
joy it. 


RUTH  MARGARET 
CAMPBELL 
"A  cheerful  temper  joined 
with  innocence." 
Only   a   girl    with  Ruth's 
patience    and  understanding 
would  long,  as  she  does,  to 
be  surrounded  by  little  chil- 
dren. To  take  care  of  them, 
to  tell  them  stories,  to  make 
them  behave  —  requires  a 
real  genius.   We  can  imagine 
Ruth  in  a  few  years  as  the 
proprietor   of   an  ultra-suc- 
cessful kindergarten. 
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X     ROSE  ELIZABETH 
CAPOZZI 

"She  smiles  and  smiles  and 
will  not  sigh." 
Rosy  hates  to  talk  about 
her  future  plans,  but  she 
does  say  that  she  is  striv- 
ing to  become  a  perfect  sec- 
retary. Her  favorite  ex- 
pression is  "Christopher 
Morley,"  which  is  decidedly 
original.  Originality  wins 
the  race,  Rosy,  so  keep  it 
up. 


NATALIE  ANN  CARDONI 
"Hope  smiled  when  your  na- 
tivity was  cast." 
Nat  says  her  years  at 
D.  H.  S.  have  been  so  stren- 
uous that  after  graduation 
she's  going  to  take  a  good 
long  vacation.  We  think 
she's  entitled  to  it  after  the 
splendid  work  she  did  get- 
ting ads  for  the  senior  play 
program.  Judging  from  the 
ability  she  showed  at  that, 
we're  sure  she'll  succeed  in 
getting  that  good  office  po- 
sition her  heart  is  set  on. 

/'LAWRENCE  CHARLES 

CARTY 
"The  aentle  minde  by  qentle 
deeds  is  knowne." 
With  "I'll  be  seeing  you 
later,"  Larry  leaves  us  for  a 
business  school  that  will 
start  him  toward  his  goal  of 
an  office  job  with  plenty  of 
pay.  In  his  spare  time  he 
wants  to  be  a  good  dancer. 
Included  among  the  rich  and 
fashionable  members  of  cafe 
society,  Larry,  we'll  be  see- 
ing you  later. 


CONSTANCE  CARNEY 
"Born  with  the  gift  of  laugh- 
ter  and    a    sense    that  the 
world  is  mad." 

Sweet  Briar  College  is  go- 
ing to  have  a  treat  when 
Connie,  our  best-looking  and 
best-dressed  girl,  enrolls 
there.  We  hope  the  faculty 
will  be  sufficiently  appre- 
ciative of  her  beauty  and 
her  cheerful  disposition  so 
that  her  ambition  —  to  get 
all  A's  —  will  be  satisfied. 
She  might  even  meet  "Joe 
Stooge"  there. 


PHILLIP  FRANCIS 
CAROSELLI 

"His  movements  were  grace- 
ful, all  girls  he  could  please." 

From  football  to  hop- 
scotch, all  athletics  are  Phil's 
meat.  He  hasn't  made  up  his 
mind  just  what  he's  going 
to  do  next  year,  but  the  per- 
sonality that  made  him  so 
popular  in  high  school  will 
see  him  to  the  top  anywhere. 


i  made  js 
good." 


ANNE  MARTIN  ^a^U^^C-^b 
HILARY-C 

"The  hand  that 
you  hath  made  you  gc 
Because  she  nearly  jumped 
off  the  high  school  roof  and 
because  she  rides  to  school 
in  the  rain  in  a  crowded  rum- 
ble-seat, Hilary  has  been 
voted  our  most  dignified 
member.  When  she  finishes 
college  she  hopes  to  travel 
around  the  world  before  she 
settles  down.  It  might  be 
a  good  idea  if  she  did  her 
travelling  right  away,  as  the 
world  just  now  could  use 
a  disposition  as  pleasant  a^. 
hers. 


MARION  E.  CHANNELL 

"He  too  serves  a  certain  pur- 
pose who  only  stands  and 
cheers." 
"Dern  it!"  can  you  ima- 
gine it?  Dee  Dee  is  going 
to  the  Y.  W.  C.  A.  School  of 
Domestic  Science,  as  she  in- 
tends to  open  a  tea  room 
sometime  in  the  future.  She 
informs  us  her  ambition  is 
to  be  able  to  eat  what  she 
cooks,  but  you  can't  tell  us 
that  that's  going  to  be  any- 
thing but  a  pleasure. 


Donald  s.  cheetham 

"Whom  no  events  surprised." 

Donald's  ambition  is  to 
get  through  college  cum 
laude,  he  says.  We  say  he 
should  get  cum  laude  for 
being  one  of  the  founders 
of  the  new  music  group,  and 
a  very  active  member  of  the 
dramatic  club  and  of  the 
biology  club. 
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PAUL  ARTHUR 
CHISHOLM 

"A  sound  body  is  never  a 
drawback." 
Paul  is  our  top  notch  all- 
round  athlete.  He  is  headed 
for  college  and  sports,  as  his 
ambition  is  to  become  a  pro- 
fessional baseball  player. 
There  is  always  room  for  a 
good  player,  Chissy,  so  keep 
walloping  that  ball. 


X    VIRGINIA  R.  CLARK 

"Thy  modesty's  a  candle  to 
thy  merit." 
To  be  voted  the  mildest  as 
well  as  the  class  genius  is 
almost  as  great  an  achieve- 
ment as  getting  an  A  plus 
from  Miss  Kendall.  None  of 
us  were  surprised  when 
Ginny  did  both.  If  her 
career  in  high  school  is  any 
indication — and  we're  betting 
it  is — she's  a  girl  who's 
headed  for  a  brilliant  suc- 
cess. 


FRANCES  MARY  COCCI 
"Whatever  she  did  was  done 
with  so  much  ease." 
"Let  me  tell  it,  Mary!  Oh! 
Gee  Whiz!  Gosh!"  Mary 
must  have  let  up  this  once, 
because  Fran  told  us  her  am- 
bition is  to  become  a  famous 
singer  and  dancer  and  have 
her  name  in  blazing  lights 
on  Broadway.  For  the  pres- 
ent, she  plans  to  secure  some 
kind  of  office  work. 


MARY  CECILIA  COCCI 
"Quiet  and  sweet  was  all  I 
saw  in  her." 

We  have  in  this  little  miss 
the  makings  of  another 
Amelia  Earhart,  for  Mary's 
ambition  is  to  become  an 
aviatrix.  "Darn  it!"  she 
says  is  her  favorite  expres- 
sion. We're  all  with  you, 
Mary,  and  wish  you  many 
happy  landings. 


MARION  F.  COLLINS 
"Knowledge  is  a  step  which 
few  can  climb." 
If  you  should  happen  to 
see  Marion  sitting  on  the 
Great  Wall  of  China  with  a 
notebook  and  pencil,  don't  be 
surprised,  for  her  ambition  is 
to  travel.  She  also  plafik  to 
further  her  education,  \  and 
after  her  splendid ' 
high  school,  sha  ! 
that  ea^y  _to4-d^ 


ROYwE.  COLMER 

"Wit  to  resolve  and  patience 
to  perform." 
"Do  you  want  to  know" 
what  Roy's  going  to  do? 
He's  going  to  become  a  radio 
expert.  You'll  really  never 
know  how  good  a  set  can  be 
until  you  try  one  of  those 
he'll  be  manufacturing  with- 
in a  few  years.  After  he's 
mastered  every  detail  of  the 
radio  industry,  he's  going  to 
become  an  A-l  golfer.  We 
envy  you,  Roy. 


EMMA  G.  CONNELL 
"Her  voice  was  ever  soft, 
gentle,  and  low — an  excel- 
lent thing  in  a  woman." 
Emma's  favorite  expres- 
sion is  "Nuts!"  It's  hard  for 
us  to  imagine  her  sufficiently 
provoked  to  use  this.  It  isn't 
at  all  hard,  though,  to  imag- 
ine the  success  her  tran- 
quillity and  dignity  will  earn 
for  her. 


WILLIAM  LAWRENCE 
CONNORS 
"0,  he  sits  high  in  all  the 
people's  hearts." 

Children  somewhere  in  the 
future  are  going  to  have  a 
treat  when  they  get  a  teach- 
er who's  as  good  natured  as 
Bill.  "Fish"  w  Bill's  favor- 
ite expression,  and  traveling 
is  his  plan  for  the  immediate 
future.  Sounds  like  an  ideal 
life  to  us,  Bill. 
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LAURENCE  PAUL  1/ 
CORBETT 

"They  say  women  and  manic 
should  never  be  dated." 
Larry  is  one  of  our  best 
athletes,  a  co-captain  of  the 
track  team,  an  honor  gradu- 
ate, and  the  author  of  our 
class  history  and  our  class 
song-.  His  immediate  plans 
are  Harvard.  After  that,  he 
hopes  to  be  a  big  advertising 
man.  He  certainly  has  done 
a  good  job  these  last  four 
years  in  selling  himself  and 
his  diversified  abilities  to  all 
who  have  come  in  contact 
with  him. 


/ 


{     MURIEL  ELIZABETH  l/ 
COSGROVE 
"My   heart   leaps  up." 
"Oh,  really!"    Muriel,  are 
you  going  to  be  a  teacher 
after    you    graduate  from 
college?       Well,    we  can't 
imagine      a      school  that 
wouldn't    be    improved  by 
your  clothes,  your  looks,  and 
your  personality.  Really! 


CHARLES  JOHN  COWAN 
"We  must  have  more  time 
for  fooling." 
"You  scrouger!"  cries 
Charlie,  whose  ambition  is 
to  see  America  first  and  then 
settle  down  in  a  good  posi- 
tion. A  sense  of  humor  like 
Charlie's  will  come  in  very 
handy  while  he's  traveling; 
in  fact  it  will  make  his  whole 
life  as  merry  as  he  is. 

(^sl/Vb-T*sC»^K^4yxJU~gL-A  


ALICE  ANGELINE 
CUMMINGS 


"Silence  is  sweeter  than 
speech." 

"Oh,  what  a  kid!"  Allie's 
ambition  is  to  be  a  champion 
typist  and  a  champion  bowl- 
er. After  graduation  she 
plans  to  attend  Bryant  and 
Stratton  School  of  Business. 
We  wish  her  the  best  of  luck 
in  hitting  both  the  keys  and 
the  pins. 


EVA  KATHARINE 
DANIELS 

"A  Ministering  angel,  thou." 

Kay  has  been  in  our  D.  H. 
S.  orchestra  for  four  years. 
She's  a  very  accomplished 
violinist,  and  with  her  talent 
we  wonder  why  she  plants 
her  ambition  in  a  hospital  in- 
stead of  on  a  concert  stage. 
Perhaps,  though,  Florence 
Nightingale  would  have 
found  a  violin  as  useful  as  a 
lamp. 

'       LAWRENCE  JOSEPH 
DANIELS 

"Give  every  man  thy  ear." 

Here's  a  boy  who's  going 
to  win  lots  of  friends  and 
influence  shoals  of  people. 
His  ambition  is  to  be  a  good 
listener.  We  have  the  au- 
thority of  Dale  Carnegie  for 
assuming  that  the  few  years' 
work  Buster  plans  will  be  all 
he'll  need,  if  he  listens  prop- 
erly, to  get  him  fixed  for 
life. 


^MARION  JOSEPHINE 
DEAN 

"A  merry  heart  maketh  a 
cheerfid  countenance.'''' 
We're  pretty  sure  Marion 
will  make  a  good  mathe- 
matics teacher — to  be  one  is 
her  ambition.  She  often  says, 
"I  wonder  if — ."  Well  we 
"wonder  ift'j  anything  will 
stopliej^jlcces^^^U^oubt 


VINCENT  J.  DEBENE- 
DICTIS 

"Clearly  thy  discourse  pro- 
ceeds." 

"Je  ne  sais  pas,"  says  Vin 
to  indicate  that  he  doesn't 
know  whether  to  teach 
French  or  coach  football  af- 
ter his  four  years  of  college. 
Vin  is  one  of  our  most  popu- 
lar classmates.  He's  our  sec- 
retary, an  honor  essayist, 
and  a  star  in  football,  base- 
ball, and  basketball.  We  have 
voted  him  the  boy  most  like- 
ly to  succeed. 
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DOROTHY  MARIE 
DENNISON 
"Whose  little  body  lodged  a 
mighty  mind." 
Mousie  is  one  of  our  soft- 
voiced  girls,  which  is  prob- 
ably why  her  favorite  ex- 
pression is  "Gee,  I'm  starv- 
ed!"— no  one  can  hear  her 
when  she  asks  for  nourish- 
ment. Her  ambition,  which 
we  hope  is  realized,  is  to  be 
able  to  speak  above  her  usual 
whisper,  and  she  plans  to 
have  a  long,  long  vacation 
by  the  sea,  where  she  can  put 
paving  blocks  in  her  mouth 
and  shout  against  the  boom- 
ing noise  of  the  mud  flats. 

DOUGLAS  S.  DEWAR  V 
"O  Doiiglas,  0  Douglas — 
tendir  and  trewe." 

Say,  "And  has  anybody 
got  a  button-hook?"  Well, 
listen  to  this  one  then.  Doug 
is  at  present  collecting  data 
for  a  book,  a  serious  one, 
and  just  in  case  that  "doesn't 
cut  any  ice"  with  you,  he  is 
going  to  study  to  be  a  libra- 
rian or  is  going  into  the  pub- 
lishing business.  Best  of 
luck,  Doug! 


LAVERNE  PRISCILLA 
DEWAR 

"Around  and  around  she'll  go 
And  where  she'll  stop  nobody 
knows." 
You've  guessed  it — Laverne 
wants  to  travel  around  the 
world.      Evidently    she  in- 
ends  to  mix  business  with 
pleasure,  for  she  wants  to 
keep  right  on  studying.  If 
you  asked  her  how  she  likes 
''studying  she'd  probably  say 
"Swell"  and  then  add  slyly, 
n't  that  a  hot  one?" 


MABEL  FRANCES  J 
DEWAR 

er  bright  smile  haunts  us 
still." 

When  you  hear  "Ain't  it 
the  truth?"  you  can  be  sure 
Mabel  is  in  the  vicinity. 
Mabel  hopes  to  be  a  whole- 
sale buyer  for  a  department 
store.  We  don't  have  to  tell 
you  that  her  cheerful  and 
charming  smile  is  just  what 
big  business  needs. 


v  MARGARET  MARY 
DOYLE 

"And  never  said  a  word." 
A  quiet  life  lies  ahead 
for  Margaret.  "You  know 
what?"  She's  going  to  be 
a  librarian.  Then  she's  going 
to  England  for  a  nice,  peace- 
ful visit.  In  between  she  in- 
tends to  make  piles  and  piles 
of  money.  We  hope  it  all 
comes  true  soon. 


NANCY  DREW 
"Her  conduct  regular,  her 
mirth  refined." 
Nan,  who  has  made  the 
"all  A"  list  several  times, 
was  voted  the  most  reliable 
girl,  the  best  mannered  girl, 
and  the  girl  most  likely  to 
succeed.  She  has  a  very 
modest  ambition — to  get  to 
the  movies  in  time  to  see 
the  news  reel,  just  once,  "or 
is  it"?  Anyway,  she  is  go- 
ing to  Smith  next  year,  and 
we're  wishing  her  oodles  of 
success. 

MARY;>ttVELjYl(r  DUNBAR 
'fAjifi  inheAfn  gesture  grace 
.11  ud'  honor  hide." 
Myary  is  fond  of  such  out- 
door sports  as  basketball  and 
track,  but  her  real  goal  lies 
indoors — she  wants  to  be  an 
interior  decorator.  If  you 
preserve  your  quiet  dignity, 
Mary,  and  don't  cry,  "You 
fool!"  when  a  customer  picks 
the  wrong  shade  of  curtains, 
you'll  soon  be  hanging  etch- 
ings in  the  swankiest  homes 
in  America. 

NATALIE  ANN  DWYER 

"Oh  blest  with  temper  whose 

unclouded  ray, 
Can  make  tomorrow  cheerful 

as  today." 

"Oh  my!"  but  Nat  is 
shooting  high.  She  wants 
to  be  an  airplane  steward- 
ess. She  certainly  has  been 
busy  these  past  four  years, 
what  with  basketball  and 
dances,  and  now  she's 
headed  for  business  school, 
as  the  first  step  toward  her 
ambition.  Such  activity  is 
sure  to  be  rewarded. 


/ 
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LOIS  E.  EDMANDS  / 

"A  merry  twinkle  in  her 
eye — 

A   hint  of  mischief  in  her 
smile." 

Lois,  a  girl  who  does 
things  quickly  and  well,  is 
going  to  attend  The  Lesley 
School  and  become  a  diet- 
itian. Then,  if  her  argu- 
ments or  her  exclamation, 
"H  o  1  y  potatoes!"  doesn't 
sway  the  Senate,  we  know  a 
piece  of  her  pie  will.  Best 
of  luck,  Lo,  and  when  you 
get  married  on  that  Febru- 
ary 30,  may  it  be  to  the 
1  ight  person. 

LILLIAN  E.  FARMEN 
"HapjTj/  am  f;  front  care  I'm 

VwdTareml  they  all  content- 
(    \)rd  UhJ^me?" 

JLy  r\jJ 

(j\  Litofls  Lil  is  certainly  play- 
ing for  high  stakes.  "Gosh!" 
Lil,  do  you  intend  to  work 
for  an  honest-to-goodness 
millionaire?  We  hope  he  is 
single  and  we  are  all  rooting 
for  you,  but  don't  forget  all 
your  friends  if  you  do  mar- 
ry the  man. 

/ 


MARY  AGNES  FINN 


"For  she  was  jes'  the  quiet 
kind 

Whose  natures  never  vary." 

Mary  plans  to  go  to  Miss 
Perry's  Normal  School.  Her 
quiet,  even  temper  should 
make  her  the  sort  of  teacher 
it  would  be  a  pleasure  to 
have.  The  only  time  she 
shows  any  irritation  is  when 
she  cries,  "Oh,  Hamlet! 
That's    the  pay-off." 


DORIS  FITZHENRY 


"Laugh  and  the  world  laughs 

with  you; 
Weep  and  you  weep  alone." 

"Are  you  kidding  me?"  is 
usually  the  question  Dorso 
asks  when  she  is  told  she's 
passed  a  test.  Dorso  wants 
to  be  a  nurse,  but  she  is  not 
sure  where — maybe  at  the 
Massachusetts  General  Hos- 
pital. Some  patients  are  go- 
ing to  be  very  lucky. 


R.  SHIRLEY  FORTNAM  v 

"They  are  never  alone  that 
are  accompanied  by  noble 
thoughts." 
"Ship  ahoy!"  will  be  the 
cry  echoing  throughout  the 
seven  seas  as  Shirley's 
yacht  sails  into  sight.  Her 
ambition  is  to  live  in  a  for- 
eign country,  but  as  yet  she 
hasn't  decided  on  any  par- 
ticular one.  She  prefers  one 
situated  near  the  briny  deep 
so  she  can  follow  her  favor- 
ite sport,  yachting.  For  the 
present,  alas,  she  plans  to 
work. 


TERRY   PARKER  FROST 

"Who  hath  smelt  wood-smoke 
at  twilight?" 

It's  hardly  strange  that  a 
boy  named  Frost  should  plan 
to  go  to  Alaska.  A  mighty 
hunter  and  trapper  like  Ter- 
ry should  be  perfectly  at 
home  in  the  great  northern 
forests.  "Oh,  but  definitely!" 
the  Forest  Service  is  the 
place  for  this  boy. 


VIRGINIA  ALGENE 
GAETANIE 


"A   gay,  serene  spirit  is  a 
source  of  all  that  is  noble 
and  good." 

If  Ginny  carries  out  her 
plans,  she'll  care  for  the 
sickly  and  weak  at  the  Mas- 
sachusetts General  Hospital, 
but  just  to  take  a  little  rest 
from  studying  she  intends 
to  visit  California  first.  We 
do  hope,  Ginny  that  when 
you  hear  a  difficult  operation 
has  failed  you  won't  say, 
"I  don't  care." 

RITA  ANN  GALLAGHER 

"Gather  ye  rose-buds  while 
ye  may!" 
Reet's  favorite  expression, 
"Wow!"  will  come  in  han- 
dv  when  she  fulfills  her  am- 
bition and  sees  the  beauti- 
ful scenery  of  Hawaii.  In 
the  immediate  future  Reet 
hopes  to  be  working  for  the 
telephone  company  and,  al- 
though "Wow!"  as  a  substi- 
tute for  "Number  please" 
may  not  be  quite  what  the 
phone  officials  want,  we 
know  that  Rita's  disposi- 
tion will  be. 
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MARGARET  GALLIVAN 
"Siyh   no  more,  ladies,  sigh 
no  more." 

There  is  no  favorite  ex- 
pression in  Peggy's  vccab- 
ulary,  but  the  favorite  ex- 
pression on  her  face  is  one 
of  cheer  and  good-fellowship. 
Her  ambition  is  to  get  a 
job.  From  what  we've  seen, 
Peggy,  that  will  be  a  cinch 
for  you. 


ANTHONY  RAYMOND 

GALLO 
"Into  every  little  deed  of 
mischief ." 
If  anyone  comes  up  to  you 
and  says,  "Aroint  thee,  thou 
cream-faced  loon!"  don't  be 
alarmed,  as  it  will  just  be 
Tony.     He   wants   to  work 
this  summer  and  go  to  school 
in  the  fall.     After  that  he 
wants    to    see    the  world. 
Wherever  he  goes,  things  will 
be  merry. 


MARY  HELENA  GESICK 
"Them  that  build  castles  in 
the  air." 
When  asked  who  will  take 
over  her  job  of  counting  Mr. 
Ryan's  coat  buttons,  Mary 
replies,  "H  eaven  only 
knows!"  and  tells  us  of  her 
future  plans.  If  they  go 
right,  we'll  soon  hear  "Num- 
ber please — do,  re  me  fa,  so 
— !"  from  the  telephone  ex- 
change, where  merry  Mary 
will  be  at  work,  practicing  up 
to  be  another  Jenny  Lind. 


JOHN   OVILA  GILI 

"/  am  always  in  hal 
in  a  hurry." 

e  the 
iceman, 
s  dash- 
of  excite- 
it  may  be. 
ans  to  go  to 
college  where 


idea  of 
because 
ingy'to^the 
menvJ^vhe 
Next  TyVar 
some  \bqsir 


he  can.  train  for  a  good  job. 
With  his  clothes  and  his  in- 
itiative, he's  practically 
punching  the  time  clock 
right  now. 


ROBERT  GORDON 

"He  makes  up  his  size  by  his 
aggressiveness." 
Bob  claims  his  activities 
during  the  past  four  years 
have  been  ping-pong,  bad- 
minton, and  swimming.  Al- 
though he's  not  sure  where 
he  will  go  from  here,  he  says 
that  years  hence  if  you're 
ever  in  one  of  those  big 
transport  planes  and  it 
starts  to  wabble  and  fall, 
you'll  be  able  to  recognize 
him  as  the  pilot  who  opens 
the  cabin  door  and  cries, 
"The  whatchamacallit  has 
gone  fiooey!"  We  don't  be- 
lieve it.  We  know  we'd  be 
safe  with  Bob  at  the  con- 
trols. 


DOROTHY  RUTH 
GREENE 
"All   the   charm    of  all  the 
Muses." 
We    have    finally  discov- 
ered why  Dorothy  has  been 
saying   "Oh   dear,"   a  little 
more  than  usual  lately.  She 
wants  to  learn  how  to  dance. 
Dry    your   tears,    Dot;  you 
will     have     many  willing 
teachers     when     the  news 
spreads  around. 


ELINOR  HERNON  ^ 
V  GREENE 
"A  quiet  worker,  a  steadfast 
friend." 
Elinor,   who   is   Mr.  Bot- 
tomley's  own  private  author- 
ity on  spelling,  hopes  to  be- 
come   a   secretary    in  some 
foreign    ambassador's  office. 
Just   now   she's   headed  for 
Boston    University,  where 
she   will    take   up  practical 
arts  and  letters.  "Jimminy 
Crickets!"     we'll     bet  she 
makes  the  dean's  list. 


JULIAN  F.  GRIFFIN 

"The  words  of  his  month 
were  smoother  than  butter." 

After  Julian  finishes  busi- 
ness school,  he  hopes  to  be- 
come a  radio  announcer. 
Then  it  will  be  his  voice  we 
hear  describing  ball  gamas 
or  introducing  swing  bands. 
Please,  Julian,  when  you 
on  the  blue  network,  d 
give  us  too  much  adyer 
ing. 
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RICHARD  H.  HAGGER 

"Men  of  few  words  are  the 
best." 

Dick  doesn't  say  much  ex- 
cept "Throw  Gallo  out." 
His  ambition  is  to  be  a  car 
tester  in  Annapolis  and  also 
to  tour  the  United  States. 
Bon  voyage,  Dick,  and  don't 
bt  too  hard  on  Tony. 


t       ROSE  KATHLEEN 
HAGGIS 

"Be  thou  a  spirit  of  health." 

Rose  is  going  to  visit  her 
native  England  this  summer, 
and  won't  the  folks  over 
there  be  surprised  when  they 
hear  her  cry  "Hey,  Toots!" 
After  she  returns,  she  plans 
to  earn  enough  money  to 
let  her  roam  through  the 
wild  and  wooly  West,  and 
walk  on  the  sands  of  Hawaii. 
Rosa's  fondness  for  reading 
and  her  love  for  sports  will 
make  her  good  company  any- 
where. 


GENEVIEVE  HAIGH 

"To  those  who  know  thee  not, 

no  words  can  paint! 
And  those  who  know  thee, 
know  all  words  are  faint." 
"Oh,  nice!"  is  Buddy's  pet 
phrase  and  "Oh,  nice!"  is 
Buddy.  She  plans  to  go  to  a 
physical  education  school 
and  she  hopes  some  day  to 
own  a  girl's  camp.  And  that 
will  be  nice,  too. 


JAMES  RICHARD  HALL 
"The  manly  part  is  to  do 
with  might  and  main  what 
you  can  do." 
"We'll  be  seeing  you"  will 
be  Tarz'  remark  when  he 
leaves  for  Wall  Street.  His 
ambition  is  to  become  a  plu- 
tocrat and  make  a  million 
dollars,  but  if  need  be  he'll 
settle  for  a  mere  nine  hun- 
dred thousand.  Tarz  has 
distinguished  himself  on  the 
athletic  field,  but  he  dis- 
proves the  ancient  adage 
that  brain  and  brawn  don't 
mix. 


LOUISE  RUTH  HALL 

"There's  no  art  to  find  the 
mind's    construction    in  the 
face." 

Merry  Christmas,  Happy 
Birthday,  Get  Well  Soon, 
Dearest  Mother  o'  Mine — 
some  day  all  the  greeting 
cards  you  send  will  be 
designed  by  Weesie.  "Oh, 
Goody!"  your  friends  will 
exclaim  when  they  receive 
them.  Thus  Weesie's  busi- 
ness will  get  bigger  and  big- 
ger, and  soon  she'll  fulfill 
her  ambition  of  being  rich 
;:nd  famous. 


DORIS  TERESIA 
HALLGREN 

"She  walks  in  beauty  like 
the  night." 
Doris,  one  of  our  tallest, 
is  an  attractive  blonde.  Her 
ambition  is  to  travel  the 
country  in  a  trailer  and  to 
see  Mr.  Ryan  in  a  new  car. 
What's  wrong  with  poor 
Benny,  Doris?  We  think 
he's  scrumptious. 


THERESA  ELIZABETH 
HAMMEL 

Slow  and  steady  ivins  the 
race." 

Betty  is  sure  to  say 
"Heck!"  at  any  disappoint- 
ment, and  then  start  in  to 
make  her  plans  come  out 
right  the  next  time.  This 
valuable  characteristic  is 
sure  to  make  her  an  A-l  sec- 
retary. 


MARGARET  LOUISE 
HANLON 

"Personality  and  voice  go 
hand  in  hand." 
Louise  is  a  singer  and 
would  like  to  join  Wayne 
King's  orchestra.  If  she  is 
as  successful  in  this  as  she 
has  been  in  studies,  consid- 
ering the  short  time  she  has 
attended  Dedham  High,  she 
will  undoubtedly  obtain  her 
wish.  "Gosh!"  seems  to  be 
the  favorite  word  in  Louise's 
vocabulary. 
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FORREST  W.  HANSON, 
JR. 

"Here  was  a  man  to  hold 
against  the  world." 
"Get  off  my  ear"  is  Flor- 
rie's  favorite  expression.  We 
trust  he'll  never  have  to 
mean  this  literally,  even 
when  he's  playing  football 
for  the  Washington  Red- 
skins. Before  he  turns  the 
power  he  showed  in  high 
school  loose  on  big-league 
football,  he's  going  to  travel 
to  Southern  California.  Don't 
let  them  talk  you  to  death 
out  there,  Florrie. 

ALBERT  LEO  HARRIS 

"A  man  who's  not  afraid  to 

say  his  say 
Though     the    whole  town's 

aoainst  him." 

"Is  that  right?"  Yes,  Al's 
ambition  is  to  become  head 
accountant  in  the  firm  of 
Hall  and  Harris,  Inc.,  Legal 
Advisers.  Al's  happy-go 
lucky  attitude  should  win 
him  many  friends  in  the  bu- 
siness world.  After  office 
hours  and  during  the  sum- 
mer months  Al  will  be  found 
canoeing  up  and  down  Ye 
Okie  Charles  River. 

TRUDE     FRANCES  / 
HASKELL 
A   little  nonsense  now  and 
then 

Is    relished   by   the   best  of 
men." 

Gertie,  the  girl  with  the 
giggle,  is  liked  by  all  for 
her  entertaining  remarks 
and  for  her  "Olga  From  the 
Volga"  dancing.  She  hopes 
to  get  a  good  position,  but 
first  of  all  must  have  a  gcod 
night's  sleep.  "Hain't  it 
the  truth?"  Gertie? 


JAMES  EDWARD  HENRY 

"Absence  makes  the  heart 
grow  fonder." 
From  porthole  to  pent- 
house will  some  day  sum  up 
Jim's  career.  He's  planning 
to  start  by  joining  the  navy 
and  to  end  by  being  a 
successful  business  man. 
"Nuts!"  he  cries  to  those 
who  say  he  can't  do  it,  and 
we  readily  echo  him. 


DOROTHY  ELIZABETH  / 
HEYMER 

"Today,  whatever  may  annoy 
The  word  for   me   is  Joy — 
simply  Joy." 

Dottie  is  striving  to  earn 
enougn  money  to  study  diet- 
etics at  The  Lesley  School. 
She  blithely  says  "Moses  in 
the  Gravy"  and  "Hamfat" 
while  pondering  on  other 
people's  calories  just  to  keep 
herself  in  the  right  mood. 
Keep  up  your  happy  spirit, 
Dottie,  and  who  can  tell 
what  opp:rtunities  will  come 
your   way  ? 


DOROTHY  MAY  7.  / 

higgins  fii/Jh&e/ 

A  laugh  that  makes  all 

i\\  gay"  / 

Although    she    hasn't  de- 
ad .  what   she'll   do  when 
^leaves    school,  Dorothy 
to  travel.    Where  to, 
ow  not,  but  we  do  hope 
'decides  before  she  starts 
journey.    Good  heavens, 
brothy,  "Love  us"  can't  be 
favorite  expression 
cause  we   all   know  you're 
not  twins. 


j^RUTH  FRANCES  HIGGINS 

"Age  cannot  wither  her,  nor 
custom  stale  her  infinite  vari- 
ety." 

Our  Ruthie  has  been  very 
active  in  her  school  life,  and 
we're  very  proud  of  her.  Her 
one  and  only  ambition  is  to 
get  a  "B"  in  history.  "Heav- 
en Sakes!",  Ruthie,  you  must 
want  more  than  that.  We 
know  you'll  get  more. 


DRAPER  HOLT  HODGES 
"/  dare  do  all  that  may  b 
come  a  man." 
Diaper,  better  known  as 
Drip,  is  goirjg  to  follow 
his  brother'/  footsteps  and 
sifjn  on  tly  Massachusetts 
Nautical  fijia'KjRs!  Ship, 
Na  tttttc&ffuV WejpmSgncture 
him  in,  CThc^N^S-to'b-Jistant 
futurity  th^O^iptain  cf  a 
luxury  riner.^nlay  it  always 
be  smooth  sailing,  Drip. 


E  (j 
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J.    KATHLEEN  HORTON 

"The  blush  that  flies  at 
seventeen." 

Kay  was  promptly  named 
Butch  after  she  said,  "Ooh, 
you  thing"  to  Mr.  Peltier. 
She  plans  to  become  a  hair- 
dresser and  would  like  to  be- 
gin with  Mr.  Ryan's.  Come 
what  may — nothing  is  ever 
going  to  daunt  Butch. 


K 


VINCENTIA  M. 
IAROCCI 

"Silence    is  golden." 


"Oh  boy!"  Vincentia  plans 
to  go  to  business  college 
next  year  and  then  become  a 
bookkeeper.  We  feel  sure 
that  with  her  ability  she'll 
tain  enough  money  at  this 
so  she  can  fulfill  her  desire 
for  a  long  trip  around  the 
w  o  r  1  d.  Pleasant  sailing, 
Vin. 


GERTRUDE  HELEN 
HUBBELL 

cannot  follow  it,  nor 
express    her  infinite 
sweetness." 


"You  know  what?"  Yes, 
we  know  that  Gertrude  is  a 
girl  of  sweet  and  gentle 
ways  who  attends  to  her  own 
business.  She  plans  to  have 
a  short  vacation  and  some 
day  hopes  to  travel.  May 
she  ride  the  waves  in  the 
Queen  Mary. 

JOHN  EDWARD  HUNT 

"The  only  way   to   have  a 
friend  is  to  be  one." 

No  one  has  run  against 
Johnny  for  class  treasurer 
in  the  past  three  years, 
hich  proves  his  popular- 
y  as  well  as  his  honesty. 
His  ambition  is  to  succeed  in 
whatever  field  he  selects, 
and  we're  sure  that  with  his 
engaging  personality  he'll  do 
it.  His  happiest  moments 
in  school  came  when  he  rode 
home  with  the  cheering 
team  on  cold  evenings. 


EDITH   B.  IADONISI 

"And  never  a  word  said  she." 

Edie  is  little  and  so  is  her 
speech.  If  we  do  persuade 
her  to  say  a  word  or  two,  we 
would  probably  hear,  "But 
definitely."  In  her  hope  of 
becoming  that  perfect  sec- 
retary, we're  with  her,  "But 
definitely." 


AGNES  GERTRUDE  ^ 
JOHNSON 

"/  am  a  citizen  of  the  world." 

Agnes  likes  to  travel.  Why, 
only  last  year  she  took  a 
little  spin  down  to  Mexico 
and  then  to  California. 
"There's  lots  of  things  to  see 
in  the  world  and  I  aim  to  see 
'em!"  says  Agnes.  We  bet 
she  will.  We  wish  we  could 
go  with  her. 


MADELEINE  PRISCILLA 
JOHNSON 

"Who  soweth  good 
surely  rqa>i)  " 

Here  is  a  girl 
usual  ambitiory. 
wishes  to  be)arsoe 
We  h^j-frify  appr 


asp 

pleflWure 

Wake  others  happy 


and  we  will  take 
in    watching  her 


MIRIAM  GLENNA 
JORDAN 

"Small  in  stature,  wise  in 
nature." 

Porky  is  one  of  our  best- 
natured  girls.  "Oh!  for 
heaven's  sake"  is  often  heard 
in  the  4E  classes  when  she 
has  done  something  wrong. 
We  know  she  will  be  a  suc- 
cessful housewife  because 
her  chocolate  cakes  are  de- 
licious.   Keep  it  up,  Porky! 
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BARBARA  ELIZABETH  | 
JOSEPH 

~2 ''Stay  as  sweet  as  you  are." 

s  We  feel  that  Babs,  one  cf 
our  quietest  girls,  will  real- 
ize her  ambition  and  become 
an  air  hostess.  "Do  you 
mean  it?"  she  asks.  Of 
course  we  mean  it.  In  an 
airplane  she'll  get  all  the 
traveling  she  desires.  Be- 
tore  she  starts,  though,  Babs 
is  going  to  work  in  an  office. 


ALMA  MARIE  KAMPS  \J 

"Can  we  ever  have  too  much, 
of  a  good  thing?" 
We  hope  we're  not  being 
referred  to  when  Al  says 
"What  a  nut!",  for  we  ad- 
mire the  typing  champion  of 
41,  and  hope  her  ambition 
to  travel  and  be  the  world's 
champion  typist  is  realized. 
To  become  even  better  on 
the  stuttering  fountain  pen, 
she  plans  to  attend  Bryant 
and  Stratton  Commercial 
School. 


RITA    T.  KENNEDY 

" Westwood,  Ho!" 
"The  nearest  place  to 
iea^ven,"  is  Rita's  comment 
her  home  town,  West- 
od.  So  ably  and  enthusias- 
ically  does  she  describe  its 
Advantages  that,  should  she 
tjver  decide  to  sell  house  lots 
there,  we're  sure  she'd  make 
a^  fortune.  Her  ambition  is 
to  tour  the  world  to  see  what 
London,  Paris,  and  Vienna 
ave  that  Westwood  hasn't. 
'Noti  really  ?"  she  will  say, 
wnen  foreigners  boost  then- 
home  towns. 

LESTER   FRANCIS  KERN  / 

'ODmpelled  these  skipping 
ems  to  trust  their  heels." 
Someday  when  you  see 
the  sign  on  the  five-and-ten 
changed  from  F.  W.  Wool- 
worth  to  Kern  and  Wool- 
worth,  you'll  know  that  Fin- 
gers has  got  what  he's  after 
and  is  now  a  partner  in 
the  firm.  We  hope  he'll  get 
the  dimes  and  leave  only  the 
nickels  for  Barbara  Hutton. 
After  that  it  will  be  time  for 
Les  to  start  earning  fame 
as  r  pianist. 


CARLTON  ROLAND^ 

KIEBER  Mfc 

"A  sweep  of  the  pen  and  a 
perfect  figure." 

"Now,  don't  get  nervous" 
about  Carl.  He's  all  set  to 
go  out  to  California  and 
become  a  rival  of  Walt  Dis- 
ney. In  his  version  of  Snow 
White  he'.-  going  to  have 
fourteen  dwarfs,  so  you  can 
see  he's  headed  for  a  for- 
ume. 

SHIRLEY  JOHNSTON 
KINGSFORD 

"/  do  but  sing  because  I 
must." 

Mimimimimi!  That's  Shir- 
ley tuning  up.  She's  deter- 
mined to  be  an  opera  star. 
Next  year  to  the  Chandler 
Secretarial  School;  get  a 
job;  job  pays  vocal  lessons; 
vocal  lessons  develop  voice; 
voice  impresses  impressar- 
ios;  impressarios  confer 
with  directors;  directors  say, 
"Sign  on  the  dotted  line, 
Madam  Kingsford";  another 
opera  star  is  born.  Sort  of 
a  "House  that  Song  Built." 
What? 

X<  JOSEPH  EDWARD 
N  KIVLIN 

"A   lion   among   the  ladies." 

After  being  the  managing 
editor  of  the  Mirror,  the 
manager  of  the  hockey  team, 
and  a  star  in  the  senior 
play,  Joe  should  find  the 
work  of  a  certified  public  ac- 
countant  comparatively 
easy.  He  is  of  course  refer- 
ring to  trial  balances  and 
things  like  that  when  he 
tells  us  his  favorite  expres- 
sion is  "Oh  Boy!  Is  she 
nice!" 


ANTOINETTE  KOWALSKI 
"Oh  goodness'"  Tenny,  we 
expect  your  life  will  have 
nothing  but  goodness  in  it. 
'Twill  be  g  od  to  travel  and 
'twill  be  good  to  be  a  secre- 
tary. When  all's  said  and 
done,  there'll  be  very  little 
that  you  will  ever  have  to 
complain  of. 
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MARY  PAULA  LALLY 

"A  simple  maiden  in  her 
flower,  is  worth  a  hundred 
coats-of-cirms." 
We've  always  known  Ma- 
rie as  a  sweet  girl,  ready  to 
smile,  and  truly  friendly. 
When  she  asks  us,  "Aren't 
I  pretty?"  we  say  "Quite, 
quite,  ol'  deah!"  When  she 
achieves  her  ambition,  she'll 
find  that  kiddies  in  the  kin- 
dergartens like  pretty  teach- 
ers. 


MICHAEL  CHARLES 
LAZDOWSKY 

"Silence  is  the  virtue  of  the 
wise." 

Michael,  a  bashful  young 
man,  and  a  "You  Turk!'' 
fan,  desires  to  be  a  profes- 
sional golfer.  His  years  as 
a  caddy  have  taught  him 
all  tne  rules  and  regulations, 
and  he'll  have  to  lower  his 
score  only  a  little  in  order 
to  start  winning  open  tour- 
naments. Keep  your  head 
down,  Mike. 


MILDRED  BERNICE 
LE  PON 

"With  mystery  before, 
And  reticence  behind." 
Milly's  pet  sentence  is 
"You  djm'l  say?"  Oh,  but 
wrvda^'We  say  it  won't  be 
vewyrlong  before  she's  able 
^:a*do  all  the  traveling  her 
^Jbrt  is  set  on.  Furthermore, 
we  say  that  if  she'd  only  tell 
us  where  she's  going,  we'd 
love  to  meet  her  in  Tim- 
bucktoo,  Omsk,  or  anywhere 
on  earth. 


i 


WILLIAM  A.  LEVANGIE 

"None  but  himself  can  be  his 
Urallel." 
If  youwiear  -glome  one  near 
you  'sa^i,  '\No  fooling?"  you 
'"\lJ6e  quite 'sure  it's  Bill. 
|  plans  ()t4>  head  for  "The 
Is  of  New  Hamp- 
summer,  and,  as 
to  be  a  gentleman 
we  suppose  New 
Hampshire  is  as  good  a  place 
as  any  to  begin.  We  mean,  to 
begin  being  a  gentleman 
farmer.  lie  began  being  a 
gentleman  a  long  time  ago. 


^WILLIAM  LIBBY,  JR. 

"All  the  women  hi  the  world 
would  not  make  me  lose  an 
hour." 

Bill  is  one  of  the  stranger 
boys  of  our  class  in  that  he 
spends  his  spare  time  behind 
the  counter  at  Marshall's. 
Since  serving  ice-cream,  Bill 
has  certainly  made  a  name 
for  himself  among  the  ladies 
of  the  school.  "Fine  thing!" 
he  habitually  exclaims,  and 
indeed  so  amiable  is  his  dis- 
position that  most  things 
are  fine  for  him.  May  they 
continue  that  way. 


ALICE  M.  LOGAN 

"Action  is  eloquence." 
"You  mean  it?"  is  Alice's 
choice  of  expression.  Yes, 
we  mean  it  when  we  say  Al- 
lie  has  plenty  of  pep,  for  she 
was  one  of  our  ablest  cheer 
leaders.  She  wants  to  find  a 
position  and  live  "high, 
wide,  and  handsome."  She'sJ/ 
the  girl  who  can  do  it. 


Y    ALFRED  CHARLES 
LONGDEN 

"The  birds  can  fly,  why 
can't  I." 

Playing  hockey  wasn't 
fast  enough  for  Al.  Now  he 
plans  to  go  to  the  New  Eng- 
land Aircraft  Schrol  and 
learn  to  fly.  When  the  nine 
o'clock  New  York  plane  goes 
over  Dedham  four  years 
hence,  we  expect  to  see  Al 
wagging  his  rudder  to  sa- 
lute the  high  school. 


X  LOUIS  S.  LOVELY 
"Hark!  the  empty  highway's 
crying." 
Pat,  who  was  the  captain 
of  the  basketball  team,  does 
not  want  to  waste  any  more 
years  in  furthering  his  edu- 
cation. He  wants  to  see  the 
world;  his  favcrite  expres- 
sion is  "Let's  get  rolling!" 
01'  Man  River  does  nicely  at 
this,  Pat,  there's  no  reason 
why  you  can't. 
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ELIZABETH  FLORA 
LOWE 

For  who  does  things  with  a 
better  grace?" 
In  most  of  her  spare  time, 
you  can  see  Betty  pleasantly 
handing  out  books  at  the  li- 
brary. We  think  that  she 
ould  make  a  good  libra- 
rian, but,  "That's  what  you 
think,"  says  Betty.  She'd 
rather  be  a  stenographer 
and  hopes  some  day  to  trav- 
el through  Scotland,  Eng- 
land, and  Switzerland. 


KENNETH  A.  LUCE  W 
"I  am  in  danger,  I  see,  of 
being    included    among  the 
whimsical  fellows." 
"Do  you  mean  it,"  Ken? 
Is  your  favorite  hobby  really 
collecting  bobby  pins?  Well, 
with  the  price  of  scrap  metal 
what  it  is  today,  a  ton  or 
so  of  bobby  pins  might  give 
you  a  good  start  toward  that 
high-salaried  job  you  want. 
Try  using  a  magnet  and  we 
think  your  fortune  will  be 
made. 


DORIS  ELIZABETH 
MacLAREN 

"There's  no  dependence  that 
can  be  sure  but  a  depend- 
ence upon  one's  self." 
Doris  has  funds  of  knowl- 
edge hidden  under  her  shy 
manner  and  if  our  guess 
proves  correct,  she  will  be 
president  of  the  business  in- 
stead of  a  fifty-dollar-a-week 
secretary.  "Well,  I'll  be!" 
she'll  then  exclaim  modest- 

ly. 


LEWIS  CARL  MACQUAR- 
RIE 

"He  blushes;  all  is  safe." 

Lewis  is  looking  forward 
to  a  very  prosperous  future. 
He  wants  a  job  which  pays 
one  hundred  dollars  a  week. 
We  hope  he  won't  allow  his 
favorite  expression,  "Forget 
it!"  to  keep  him  from  striv- 
ing after  this  goal,  which  is 
well  within  his  possibilities. 
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ANTHONY  THOMAS 
MANNA 

"I've  taken  my  fun  where 
I've  found  it." 
If  you  are  greeted  with 
"Hi,  Butch!"  you  can  be  al- 
most certain  it's  Tony.  His 
ambition  is  to  sleep  for  a 
week  and  he  is  eagerly  look- 
ing forward  to  being  mar- 
ried in  the  near  future.  'Tis 
a  very  laudable  aim. 


X  FREDERICK  WILLIAM 
MARIANA 

"Wit  and  wisdom  are  born 
ivith  a  man." 
Frisky  hopes  to  become  a 
capitalist  and  ride  around 
in  16-cylinder  Cadillacs  and 
smoke  ten-cent  cigars.  For 
the  present  he  is  quite  con- 
tent to  live  a  few  more 
ni  nths  in  Dedham,  crying, 
"Hey  cutey!"  before  he  em- 
barks on  his  stormy  con- 
quest of  Wall  Street.  Bon 
voyage,  Frisky. 

ROBERT  MARTIN 

"It's  better  to  have  one 
friend  of  value   than  many 

friends  worth  nothing." 

"Haven't  done  my  home- 
work," was  Bob's  war-cry  in 
high  school.  In  spite  of  that 
and  in  spite  of  his  success 
on  the  track  team,  he  didn't 
do  so  badly  in  his  studies. 
We  hope  he'll  keep  up  the 
good  work  next  year,  when 
he  goes  to  prep  school  as  his 
first  step  in  becoming  a 
Diesel  engineer. 


THEODORE  ALBERT,  , 
MARZINZIK        V  » 
"In  all  thy  humors,  whether  ~*  \ 

grave  or  mellow,  I 
Thou'rt  such  a  pleasant  fcl-** 
low."  «• 
Ted   is   a  crooner.     Some'"  » 
day   he's   going    to   co-star  35 
with  Deanna  Durbin  in  Hoi-"" 
lywood,  but  that's  in  the  fu-  £ 
ture.    For  the  present,  he       /  . 
going  to  a  business  college,  *; 
and   sing  with  his  own  or>  f 
chestra  at  night.    After  col- 
lege— it's  Sweden  and  Con-  /V 
Burners'   Cooperatives.  The 
boy  has  PLANS,  and  how!  ! 
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BERNADETTE 
McDERMOTT 
"Otic  may  smile  and  smile 
and  be  a  villain." 
Berna,  bless  her,  gets  en- 
joyment out  of  everything 
she  does.    She  loves  to  stroll 
in  the  evening;  and  she  loves 
to  laugh.     Her  favorite  ex- 
pression  is   "Get   his  num- 
ber!" We  have  her  number 
and  we  like  it.    Next  year 
she's  going-  to  a  secretarial 
school;    some   boss   will  be 
happy  soon. 


malcolm  w.  Mcdonald 

"A  small  hatchet  fells  a 

great  oak." 
Malcy's    favorite  expres- 
sion   is    "Truck    on  down 
v   brother,     Yea,     truck  on 
<kfwn,"  which  indicates  that 
jre  likes  to  dance.    He  also 
£wants    to    write  advertise- 
y  ments  for  big  business  firms. 
For  any  one  as  chock  full  of 
energy  and  initiative  as  you, 
Malcy,  it  isn't  a  difficult  goal 
and  we  wish  you  luck. 


tUTH  CONSTANCE 

Mcdonough 

"To  love  the  game  beyond 
the  prize." 
Mac,  who  has  done  just 
about  everything  from  tak- 
ing charge  of  class  rings  to 
getting  "ohs"  and  "ahs" 
from  awed  freshmen  for  her 
unbelievable  shots  in  bas- 
ketball, has  already  ful- 
filled her  ambition  to  "Get 
that  job."  They  tell  us  now 
that  she  is  wishing  for  a 
golden  wedding  anniversary. 
Well,  Mac,  here's  hoping! 


thomas  walker 
Mcdonough 

"Silence  is  the  virtue  of  the 
wise." 

Tom,  a  good  football  man- 
ager, wants  to  cross  the 
country  in  a  trailer.  He  has 
apparently  forgotten  that  a 
car  comes  before  a  trailer. 
We  hope  you  get  them  both, 
Tern,  and  get  there,  and  get 
back  again. 
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/ ALICE  ELIZABETH 
McGOWAN 
"Style  is  the  dress  of 

thought." 
Here  comes  Betty,  hop- 
ping in  with  her  favorite 
expression  "Rowdey  Dow!" 
During  the  summer  she 
wants  to  have  loads  of  fun, 
and  then  enter  Katherine 
Gibbs  School.  Any  business 
in  need  of  vim,  vigor,  and 
enthusiasm  should  grab  up 
Betty  when  she  emerges  as 
a  full-fledged  secretary. 


IRENE  FRANCES 
McGOWAN 
"Stay,  stay  at  home  my 

heart  avd  rest." 
Renie  spends  half  her 
school-days  in  school  and  the 
other  half  in  Scituate,  if  the 
family  car  is  available.  She 
gets  a  big  kick  out  of  Mr. 
Ryan  and  likes  to  annoy  him. 
Her  one  ambition  is  to  go  to 
work,  and  we  hope  she'll  find 
a  position  not  too  far  from 
Scituate  and  a  boss  like  Mr. 
Ryan. 


//JOHN  McGUINNESS,  JR. 
V'"/'»?  sure  core's  an  enemy  of 
'N  life." 

Jocko  wants  to  keep  his 
position  as  usher  in  the  the- 
ater for  a  while  and  then 
live  in  Scotland  a  year  at 
the  expense  of  his  boss.  We 
know  that  the  Scotch  will 
approve  of  Jocko,  but  will 
they  approve  of  his  crying 
"You  Turk!"  every  few  min- 
utes ? 


{/ARTHUR  ROBINSON 

McKAY 
Anything    but    history,  for 
history  must  be  false." 
Hey,  Hey,  McKay!  Gals 
say  you'd  look  nice  in  a  cler- 
ical collar.    But  if  you  don 
one,  no  more  can  you  holler 
your     favorite  expression, 
that     old     "Okey  Dokey!" 
From  rostrum  to  pulpit  such 
words  are  not  spoke-y.  Your 
ambition,    we    hear,    is  to 
teach    historee,    and  that's 
"Okey   Dokey"   we   all  will 


agree. 
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KATHERINE  VERONICA 
McLEAN 

"A  sweet  disorder  in  the 
dress." 

Katherine  plans,  after 
graduation,  to  catch  the 
first  boat  leaving  the  United 
States  for  Africa.  There, 
she  will  thrill  the  natives 
of  the  Wacky  Wacky  tribe 
by  a  daring  jump  out  of  an 
airplane  (in  a  parachute). 
"A  fine  thing,"  say  we! 


V     |  VINCENT  TURLEY 
/  McNALLY 


X 


'fiive  me  the  young  man 
who  has  brains  enough  to 
make  a  fool  of  himself." 
Mack's  favorite  expres- 
sion is  "Get  on  the  road!" 
and  that's  what  he'd  better 
start  doing  if  he  intends  to 
cross  the  United  States  on 
horseback,  which  he  claims 
is  his  ambition.  He  may 
need  a  rest  first,  as  his  plans 
for  the  present  include  a 
course  on  the  psychology  of 
women.  Your  sense  of  hu- 
mor will  serve  you  better 
than  any  psychology,  Mack. 


EILEEN   JEANE  MILROY 

"Thy  modesty's  a  candle  to 
Jr  tfby  merit." 
jEilpen  plans  to  go  to  some 
dpmMercial  school  and  study 
Jne'^qomptometer.  Her  ambi- 
cjtiorilis  to  get  a  position  as 
pist,  and  earn  enough 
to  go  traveling.  She's 
sort  of  girl  who  can  do 
anything  she  puts  her  mind 
to,  so  we're  confidently  ex- 
pecting postcards  from  Par- 
is, Tahiti,  and  Bali  Bali. 


DAISY  ALDEN  MINER 

"The  daisy's  for  simplicity 
and  unaffected  air." 
Diz  must  remember  that 
her  favorite  expression, 
"Quiet,  Mac!"  won't  do  when 
she  becomes  a  school-teach- 
er and  wants  the  little  ones 
to  pipe  down.  Her  ambition 
is  to  become  an  expert 
horsewoman.  We  think  this 
will  be  easy  for  her.  She's 
the  sort  who's  bound  to  be 
an  expert  at  whatever  inter- 
ests her. 
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LEWIS  JAMES  MORELL 

"He  was  a  verray  parfit  gen- 
til  knight." 
Lewis,  our  easy-going 
softball  wizard,  wants  noth- 
ing more  from  life  than  to 
retain  his  high  school  nick- 
name, Two-Gun.  This  is  de- 
spite the  fact  that  he  is  such 
a  quiet  fellow.  His  favorite 
expression  is  "Shush!"  Af- 
ter graduation  Lewis  plans 
to  play  softball  for  a  team 
in  the  Needham  League. 


HAROLD  MORGNER 

"Plain  without  pomp,  and 
rich  without  a  show." 
"How  do  you  play  it?" 
asks  Harold.  If  he's  speak- 
ing about  the  work  he's 
going  to  do  next  year,  why, 
you  simply  turn  the  crank 
and  the  gasoline  comes  right 
out  of  the  hose.  Harold's  am- 
bition is  to  manage  an  ice 
cream  parlor.  You  won't  for- 
get us  then,  will  you,  Har- 

old?  V*Zjti  Oy^M 

LOUISE   MARY  MUC- 
CIACCIO 
"A     soft,     meek,  patient, 
humble,   tranquil  spirit." 
Mooch,  we're  glad  to  say, 
wants  to  stay  right  here  in 
Dedham    and  work 
Registry   of  Deeds, 
be  nice  to  have  her 
When  we  asked  her 
girl  with  her  abilities  should 
not  go  out  and  see  the  world, 
she  only  said,  "I  don't  know." 
And  there  really   isn't  any 
answer. 


at  the 
It  will 
around, 
why  a 


(E  SHORDON 
MURRAY 

\pJ\$M'c  S!'e"t'e  golden,  I  d  be 
\ A  nearly  broke." 

Wally  is  one  of  our  smart- 
est pupils,  but  he  studies 
only  the  subjects  he  likes. 
Ever  since  the  photography 
club  was  started,  he  has  been 
the  life  and  soul  of  it.  Last 
fall  he  even  acted  as  an  in- 
structor. In  the  future  he 
plans  to  be  an  automotive 
engineer,  but  we  hope  and 
trust  he'll  keep  photography 
for  a  hobby. 
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VINC 

NEGRINI,  JR. 

"They  lough  that  win." 

Here's  a  fellow  who  has 
a  most  engaging-  smile.  He's 
on  his  way  to  college  to  stu- 
dy civil  engineering.  With 
a  smile  like  his  and  with 
his  jolly  laugh,  he  hardly 
needs  a  degree  to  succeed. 


HYLLIS  BARBARA 
NICKERSON 

"Quietness  is  best." 
Unlike  many  from  Eng- 
ish  4-D,  Phyl  is  very  quiet. 
It  is  really  difficult  to  be- 
lieve that  she  says,  "Wow!" 
She  wants  to  go  on  to  an- 
other school,  but  just  can't 
make  up  her  mind  where. 
Make  a  wise  choice,  Phyl, 
and  stick  to  it  till  you  make 
good. 


MYRTLE  A.  NORWOOD 
"Courage  is  the  thing.  All 
goes  if  courage  goes." 
Myrtle's  ambition  is  to  be, 
first  of  all,  a  salesgirl  and 
then  a  dancing  teacher.  She 
has  such  a  charming  per- 
sonality and  such  good  looks 
she  will  have  her  hands  full 
taking  care  of  all  the  cus- 
tomers. 


ALYCE  MARGUERITE 
O'SULLIVAN 

"God's  prophets  of  the  beau- 
tiful, these  poets  were." 
Alyce,  who  is  quiet  and 
pretty,  has  a  great  desire  to 
write  good  poems.  She  also 
wants  to  travel.  Maybe 
some  day  we'll  be  reading 
poems  about  the  seven  won- 
ders of  the  world  written  by 
the  eminent  Alyce  O'Sulli- 
van.    We  hope  so! 


CAROLINE  FRANCES 
PAGLIUCA 

The  job  that  Carol's  after 
will  bring  her  a  fortune  large 
enough  to  let  her  travel 
hither,  thither,  and  yon  for 
the  rest  of  her  days.  "Gee 
Wiss,"  Carol,  that  ought  to 
keep  you  even  busier  than 
you  were  in  high  school  and 
we  hope  you  like  it. 


ROGER   LONGFELLOW  £ 
PAINE 

"Big  things  come  in  little 
packages." 
"Hi,  kid!"  will  be  the  wa 
to  greet  Roger  when  he 
serves  you  at  Johnson's  this 
summer.  His  ambition  is  to 
be  a  draftsman.  He's  such  a 
concentrated  bundle  of  abil- 
ity that  we  think  he  won't 
have  long  to  wait. 


ye  & 


CARMELLA  L.  PALERMO 

"Least  said  is  soonest 

mended." 
"Oh,  Boy!"  Carmella  will 
say  as  she  types  away  bus- 
ily in  the  office  of  the  Pres- 
ident of  the  F.  W.  Wool- 
worth  Co.  Her  ambition  is 
to  be  a  singer,  so  she'll  prob- 
ably entertain  her  fellow 
typists  with  a  bit  of  swing 
between  letters.  We  hope 
to  see  your  name  in  bright 
lights   some   day,  Carmella. 


FANNIE  PASPATES 

"Full  of  sivect  indifference." 

"After  all,"  Fannie,  work 
isn't  the  only  thing.  May- 
be after  you  have  worked 
at  your  stenographic  posi- 
tion a  while,  the  boss  will 
give  you  a  long  vacation. 
Then  you  can  travel  to  your 
heart's  content. 
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HELEN  W.  PETELSKI 

"Mysterious  haunts  of 

echoes." 
Helen,  who  was  our  lead- 
ing lady  in  "The  Charm 
School,"  plans  to  go  farther 
in  the  theatrical  world,  and 
has  already  received  an  offer 
to  appear  in  George  M.  Co- 
han's "Horses  and  Buggy 
Days."  Her  one  ambition  is 
to  convince  Mr.  Ryan  that 
there  aren't  any  witches  in 
the  world,  and  she  may  be 
heard  screaming  "Aroint 
thee!"  at  regular  intervals. 
If  she  does  not  accept  Co- 
han's generous  offer,  she 
may  become  a  nurse  or  a 
secretary. 

JOHN  PETERSON 

"A  happy  man  is  a  better 
thing  to  find  than  a  five 
pound  note." 
"You've  got  me,"  ulcerat- 
ed wisdom  teeth  will  remark 
to  Jackie  in  years  to  come 
as  he  yanks  them  out  of  ach- 
ing jaws.  Jackie  plans  to  go 
two  years  to  Tufts  and  four 
to  Harvard  before  he  be- 
comes the  best  dentist  in  the 
United  States.  People  who 
dislike  seeing  their  dentists 
will  be  pleasantly  surprised 
when  they  first  come  into 
Jackie's  office. 

ANNE  PETTEE 
"Boomlay,  hoomlay,  hoomlay, 
boom!" 
"Is  that  so,"  Anne?  Are 
you  really  going  to  leave  us 
and  move  in  on  the  Fenway 
so  you  can  attend  school  in 
Boston  ?  Do  come  back,  if 
only  to  visit  us,  before  you 
start  on  your  missionary 
work  in  Africa.  And  be 
careful,  Anne — a  maiden  as 
tender  as  you  shouldn't  go 
too  near  any  cannibals. 


AUDREY  BAIN  PHILLIPS 

"Nothing    great    was  ever 
achieved     without  enthusi- 
asm." 

It  seems  that  Bobby's  fav- 
orite expression  is  "Who  dat 
man?"  (demonstration  is 
necessary).  She  is  one  of 
jur  outstanding  girls,  enter- 
ing into  all  activities.  She 
is  very  eager  to  be  an  in- 
terior decorator  and  plans  to 
enter  art  school  next  fall. 
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EDWIN  SCOTT  PIERCE,  JR. 

"Gently  to  hear,  kindly  to 
judge." 
"Wanna  buy  a  duck?" 
asks  the  boy  with  the  curly 
hair.  His  favorite  expression 
is  "Like  ducks!"  We  can't 
imagine  why  Edwin  should 
like  us  to  like  ducks — like 
ducks!  we  can't.  It's  very 
simple.  Edwin's  ambition  is 
to  travel  around  the  world. 
We  expect  he'll  do  it — and 
not  like  a  duck. 


X  ALFRED  MARSHALL 
POCH 

"Forever  wandering." 
"Oh,  mamma!"  but  Al  is 
a  restless  soul.  He  wants  to 
earn  enough  money  to  buy 
a  boat  and  then  travel  over 
the  world.  His  ambition  is  to 
be  a  soldier  of  fortune.  We 
expect  to  hear  of  him  finding 
diamonds  in  the  interior  of 
Borneo  and  fighting  off  ma- 
rauding Arabs  on  the  plains 
of  Iraq.  It  ought  to  be  in- 
teresting, Al. 


ANGELINA  MARY 
PRISCO 
"A   merry   heart   maketh  a 
cheerful  countenance." 
After   attending    a  busi- 
ness school  and  becoming  a 
good  secretary,  Angie's  one 
ambition  is  to  be  a  singing 
star.     "Gee    Whiz!"  Angie, 
we  hope  you  sing  your  way 
to  stardom  and  success. 


THOMAS  WILLIAM 
PRITCHARD,  JR. 

"He  persists  as  if  his  life 
lay  on't." 
Tommie,  whose  true  loves 
are  sports  and  chemistry, 
hopes  to  attend  Northeas- 
tern University,  and  after 
that  he  says  he's  going  to  be 
a  chemical  engineer  in 
charge  of  some  industrial 
plant.  That's  a  big  order, 
but  we'll  bet  he  gets  there. 
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PATRICIA  ALICE  REDDY 

"She's  a  very  tiny  morsel." 

Although  Pat's  ambition 
is  to  put  swing  into  opera, 
she  plans  to  get  a  job  first. 
When  asked  if  she  thinks 
she'll  get  a  good  job,  Pat 
shakes  her  head  and  says, 
"I  hope,  I  hope,  I  hope."  We 
don't  hope,  Pat;  we  expect. 


M   J.  I 


REID 


JJM 

WILLI  A 

A  merry  heart  goes  all  the 
{  day." 

'  Bill  plans  to  go  to  Har- 
vard, but  tells  us  his  great- 
est ambition  is  to  dig  graves 
in  Canton,  China.  At  least 
that  will  keep  him  busy  if 
he  goes  over  before  there's 
nothing  left  but  dust.  Bill 
wears  an  eternal  grin  and  is 
often  heard  to  remark  "Foo- 
zle the  Snaffle." 


JOAN  ROBERTSON 

"A  wee  bit  of  Scotland." 

Joan,  the  conscientious 
girl  who  does  the  Highland 
Fling  so  well,  is  going  to  be 
a  typist.  Her  ambition  is  to 
go  to  Scotland  in  a  trailer. 
"My  word!"  Joan,  Scotland 
will  be  pretty  proud  to  wel- 
come you,  but  how  are  you 
going-  to  get  your  trailer 
across  the  Atlantic? 


SARAH    ELIZABETH  J 
ROBERTSON  * 

"Honor  is  the  reward  of  vir- 
tue." 

Sally  is  one  of  the  very 
few  students  who  studies 
civics  thoroughly.  She  wants 
to  be  a  stenographer  and 
we  know  she  will  succeed, 
especially  when  she  has 
"Christopher  Columbus!",  her 
favorite  expression,  to  lead 
her  on  to  victory. 


MARGARET  ANNA 

RUMBA 
"And  gladly  teach." 
Wherever  Peg  is,  Lucy  is 
sure  to  be  found.  All  of 
which  has  no  connection 
with  the  fact  that  she  plans 
to  go  to  Framingham  Teach- 
ers' College,  unless  maybe 
she  hopes  she'll  get  a  class 
of  school-children  all  of 
whom  are  like  Lucy.  If  you 
do,  treat  them   nicely  Peg. 


GLORIA  LILLIAN 
RYDSTROM 

"Yours    is    the    Earth  and 
everything  that's  in  it." 
"Aw,  go  on!   I  don't  be- 
lieve  it,"   says   Gloria,  and 
we    don't    believe  anything 
can  keep  her  from  getting 
the  job  that  will  let  her  go  to 
Sweden  soon.  Our  only  hope 
isx-tnlrfcv  she  doesn't  stay  over 
here  too  long. 


mg  to 
len  it 
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JOHN  FRANCIS 
SARGENT 
"I'll  make  assurance  doubly 
sure." 

Sure  you  will,  Johnny. 
Like  Napoleon,  you'll  prove 
that  stature  has  nothing  to 
do  with  ability.  Wh 
comes  to  spelling  you 
little  corporal  to  a  "T 
Nothing  daunts  you.  So  will 
it  be  when  you  realize  your 
ambition  and  enter  Tufts 
Dental  School.  The  only 
time  you'll  "feel  down  in 
the  mouth"  is  when  you're 
making  an  extraction. 


/  IRENE  GERTRUDE 
SCHEPMOES 

"See  where  she  comes,  ap- 
parelled like  the  spring." 
Sheppy  is  going  to  attend 
business  college  after  grad- 
uation and  then  she  hopes 
to  be  an  efficient  secretary. 
She  says  her  favorite  ex- 
pression is  "Oh,  go  way!" 
but  we  don't  see  how  any 
one  can  stay  away  very 
long  from  an  attractive  girl 
like  Sheppy. 
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ELINORE  CLAIRE  SCOTT 

"With  a  hey  and  a  ho  and  a 
hey-nonny-no." 

Scotty  is  going  to  start  as 
a  dress  designer  and  model, 
and  end  in  her  own  private 
yacht  sailing  high,  wide,  and 
handsome  for  Hollywood. 
For  one  of  her  exuberant 
spirits,  all  this  will  be  easy. 


HENRY  VICTOR  SEGER- 
STEN 

"Every  man  has  business  and 

desire. 
Such  as  it  is." 

Cigar  has  two  ambitions — 
to  go  to  the  College  of  Hard 
Knocks,  and  to  find  a  job  in 
California.  "Aw,  Foo!"  Cigar, 
we  don't  believe  you're  go- 
ing to  get  many  hard  knocks. 
We  think  you'll  be  in  Cali- 
fornia before  the  ink's  dry 
on  your  diploma.  It's  a  lucky 
thing  that  you've  been  prac- 
ticing golf,  as  you'll  play  a 
lot  of  it  out  there. 


Y  ALFRFD  JOSEPH 
SERANI 

"Small  but  riotous." 

Rubinoff  plays,  as  you 
might  have  guessed,  the  vio- 
lin. He  would  like  to  join 
the  Foreign  Legion,  but  you 
should  stay  here.  Rubinoff, 
if  you  wish  to  become  as 
popular  as  Guy  Lombardo. 
Besides,  who  in  Africa  could 
appreciate  your  oral  themes? 


NUNZIO  DOMENIC  SERGI 

"A  man  of  few  words, 
Actions  speak  louder." 

Ned's  so  good  natured  we 
can't  imagine  him  being  very 
irked  even  when  he  cries, 
"You  pup!"  His  ambition  is 
to  get  a  good  job  and  we 
expect  he'll  be  able  to  start 
quite  close  to  the  top. 


CHARLOTTE  GRACE 
SEUFERT 

"On  with  the  dance!  Let  joy 
be  unconjined." 

"I  betcha"  Charlotte's  go- 
ing to  enjoy  her  life.  First 
she'll  be  a  stenographer; 
then  she'll  bring  her  ball- 
room dancing  to  perfection; 
and  then  she'll  take  a  boat 
trip  down  south  — ■  down 
where  there  are  magnolias 
and  moons  and  mocking 
birds  and  music.  Aren't  you- 
all  jealous? 

JOSEPH  ANDREW 
SEXTON 

"Life  is  too  short  to  worry." 

Happy-go-lucky  Joe  is  in 
no  hurry  to  decide  on  his  fu- 
ture. He  wants  a  job  that 
will  let  him  go  to  school 
nights,  but  aside  from  that 
he'll  tell  us  nothing  about 
his  plans.  We  can  tell  you 
this — wherever  the  coming 
years  find  Joe,  they'll  find 
him  smiling. 

PRESTON  F.  SHAW 
"/  must  go  down  to  the  seas 
again." 
Mr.  Bottomley  could  never 
stick  Shay,  even  after  one 
of  his  vacations,  and  we 
doubt  if  any  crisis  at  sea 
will  ever  stick  him  either 
Preston  is  planning  to 
either  the  navy  or  the  Massa 
chusetts  Nautical  School  as 
a  stepping  stone  toward  his 
ambition — to  go  to  sea  as  an 
office]1.  "I'm  not  proud,"  he 
says,  and  we  have  a  feeling 
he'll  continue  to  say  it  even 
when  he's  a  captain. 


use 
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PHILIP  A.  SHREVE 

"/  can  say  a  neat  thing  my 
self    if    they    will   give  me 
time." 

Shrevesy,  our  wittiest  bo 
has  perhaps  the  most  grasp- 
ing ambition  in  the  class. 
He  plans  by  some  subter- 
fuge to  get  control  of  the 
internationally  i  m  port  ant 
HaiiK-Kovv  railroad.  His 
first  step  will  be  a  position 
with  the  W.  P.  A.  Construc- 
tion Company,  No.  247. 
When  we  tried  to  get  further 
information,  he  merely 
growled,  "Shut  up  or  I'll  slug 
ya!",  and  broke  the  glass  in 
the  door  of  109. 
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Tenneth  charle 

SIMPSON 

"A  merrier  man, 
Within   the  limit  of  becom- 
ing mirth, 
I  never  spent  an  hour's  talk- 
withal." 

Kenny  looks  solemn  when 
asked  his  ambition,  and 
\oices  his  favorite  phrase, 
"Vous  etes  une  petite 
singe."  In  confidential  mood 
he  confesses  that  he'd  like 
to  be  a  Mormon — not  moron! 
Failing-  that  laudible  am- 
bition he  will  compromise 
on  the  craft  of  undertaking' 
and  embalming.  He  proposes 
to  practice  on  some  of  his 
defunct  jokes. 

^    X    WALTER  LA  FOREST 
'  SMITH,  JR. 

l<-^f"J  am  very  fond  of  the  com- 
pany of  ladies." 
"How  they  going?"  They 
are  going  great  for  Smitty 
and  we  hope  they  always 
will.  He's  been  one  of  the 
most  active  members  of  our 
class  and  his  popularity  ex- 
tends from  Dedham  to  Sud- 
bury. Next  year  he  hopes  to 
get  a  job.  He  wants  even- 
tually  to   become   a  morti- 


DOROTHY  'A. 


STARR 


/ 


"Bright  Star,  ivould  I  were 
steadfast  as  thou  art." 
Dot's  ambition  is  to  chase 
all  over  Norwood  on  that  fire 
truck.  "Aw  baloney,"  says 
she  when  we  raise  our  eye- 
brows at  this.  Next  year  she 
wants  a  position  as  a  sten- 
ographer. We  know  she'll  be 
an  addition  to  any  office,  and 
as  for  the  fire  truck,  we'll 
bet  she  can  even  add  charm 
to  that. 


KATHERINE  A. 
SULLIVAN 


/ 


"Be  merry  if  you  are  wise." 

Kay,  who  is  full  of  fun 
and  laughter,  wants  to  be  a 
telephone  operator.  She 
won't  have  much  time  to 
say  "Gee  Whiz!"  then,  but 
she  can  amuse  herself  by 
giving  wrong  numbers.  Life, 
with  Kay  around,  will  al- 
ways be  merry. 
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MAURICE  D.  SULLIVAN 

"He  hath  an  excellent  good 
name." 
Come  come,  Moe  —  how 
can  you  live  the  life  of  a 
traveler  if  you  own  part  of 
a  farm  ?  Of  course  Moe's 
a  good  track  man,  so  he  may 
be  able  to  arrange  it.  We 
hope  he'll  continue  to  wear  a 
different  tie  every  day  even 
when  he's  tending  the  cows. 
What  is  it  you  "can't  get 
over,"  Moe  ? 

EDGAR   LEONARD  /O 

SUNDBERG  ly0^*~^h" 

"Nature  I  loved,  and  nextrto  /7 
nature,  art."  // 
Ed,  our  most  artistic  sen- 
ior, should  find  it  easy  to 
become  the  artist  he  wants 
to  be.  He's  going  to  make 
certain  of  it  by  attending 
art  school  next  year.  After 
he  beccmes  famous  and 
wealthy  he's  going  to  travel 
and  see  the  world.  Remem- 
ber, Ed,  your  favorite  ex- 
pression— "You  foreigner" — 
may  not  be  appropriate 
when  you're  on  the  other 
side  of  the  world. 


CATHERINE  ESTHER 
TATE 

"There  is  no  love  sincerer 
than  the  love  of  food." 
Kitty  enjoys  the  ever- 
popular  sport  of  eating, 
even  though  she  expresess 
no  aching  desire  to  continue 
it.  She  says  that  visiting 
Aldie  O'Conner  in  England 
is  her  sole  aim  and  ambition. 
She's  so  good  looking  and  so 
jolly  that  we  bet  she  gets 
started  for  England  quicker 
even  than  she  ever  got  start 
ed  -for  recess. 


^VIOLET  E.  M.  TESSITORE 

"The  mildest  manners  and 
the  geyitlest  heart." 
Tessy  turns  to  typing  to 
try  to  trap  tremendous  — 
"Aw  Gee!",  we  can't  think 
of  a  word  beginning  with 
"t"  that  means  the  wealth 
and  happiness  her  willing- 
ness to  work  will  bring  her. 
But  you  get  the  idea. 

^^^^^ 


GEORGE  E.  THOMPSON 
"Ambition  has  no  rest." 
Rupe  is  going-  to  work  for 
his  uncle  this  summer.  In 
the  fall  he'll  try  farming 
'way  up  in  Northern  Maine. 
All  this  should  get  him  in 
good  condition  for  his  debut 
as  a  major  league  ball  play- 
er in  the  near  future.  If 
professional  baseball  doesn't 
turn  out  so  attractive,  he'll 
simply  "think  nothing  of 
it"  and  become  instead  an 
expert  on  Diesel  engines. 


PHILIP  W.  T.  TILTON 

"Little  man,  what  now?" 
Phil,  outstanding  for  his 
sbility  in  sports,  is  going  to 
study  to  be  a  veterinarian  at 
Massachusetts  State  College. 
If  he  uses  good  horse  sense 
and  his  favorite  expression 
"Halloh,"  we  feel  sure  pop- 
ularity will  continue  to  fol- 
low him. 


Y'  RALPH  JAMES  TOTI 
He  touched  nothing  that  he 
did  not  adorn." 
"I'll     be     seeing  you" 
through    a    telescope,  Fooj, 
if  you  realize  your  ambition. 
Fooj   hopes   to   become  the 
greatest  aviator  and  make  a 
non-stop    flight    to,    of  all 
places,  Mars.    For  the  pres- 
ent, he  is  content  to  stay  on 
deal'  old  Mother  Earth,  and 
make   enough    money   to  fi- 
nance     his  epoch-making 
flight. 


EDWARD  M.  VILKISH 

"/  cannot  rest  from  travel." 

The  band  will  play  An- 
chors Aweigh  and  out  of 
the  harbor  toward  the  hori- 
zon Eddie  will  navigate  his 
sea-worthy  boat.  He  plans 
to  sail  down  the  Atlantic 
seaboard  to  see  if  the  map 
is  drawn  correctly,  and  to 
make  all  necessary  changes. 
Why  not  take  out  a  copy- 
right on  your  revised  map 
and  make  a  fortune? 


«*>- 


RUTH  WAGNER 

"A  cheerful  life  is  what  the 
Muses  love." 
"Really,"  Ruthie,  you  are 
an  ambitious  girl.  To  see 
how  many  things  you  can 
do  and  do  them  well  is  a 
very  noble  ambition,  and 
we're  sure  that  your  first 
step  will  be  a  good  start  on 
the  road  of  business  life. 


)C    DAVID  IGNATIUS 

WALSH  ' 
"/  never  thought  before  my 
death  to  see  youth's  vision 
thus  made  perfect." 
Dave  plans  to  go  to  col- 
lege next  year.  After  that 
he  hopes  to  go  places  and  do 
things.  And  for  a  boy  who 
took  the  lead  in  the  senior 
play  and  yet  kept  his  honor- 
graduate  rating  this  should 
not  be  difficult.  He  says  his 
favorite  expression  is  "I  can 
wait,"  but  we  really  don't 
think  he'll  have  to. 


MARIE  I.  WALSH 

"A  demure  maiden  with  few 
words  and  many  thoughts." 

Marie,  the  "I  wonder" 
girl,  is  going  to  be  a  gover- 
ness. We  wouldn't  wonder 
if  she  should  be  the  best 
there'.;  ever  been.  We  know 
she'll  be  a  success  in  what- 
ever she  undertakes.  She's 
like  that. 


CHARLES  WAYSHVILLE, 
V  JR. 

"Beware  the  fury  of  a  pa- 
tient man." 
Charlie  is  one  of  our  more 
patient  and  determined  fel- 
lows. To  prove  this  point, 
he  has  carried  out  his  one 
ambition — to  graduate  from 
high  school.  He  is  very  fre- 
quently heard  to  murmur, 
"Don't  get  hurt!"  He  cer- 
tainly won't  be,  if  he  car- 
ries out  his  plans  of  getting 
all  the  sleep  he  lost  in  his 
twelve  years  of  schooling. 
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ROBERT  VINCENT 
WELSH 

"Happy-go-lucky  —  never  a 
care  in  the  world." 
After  growing  a  notice- 
able mustache  and  finding 
some  one  who  understands 
double  talk,  Bob's  plans  for 
the  future  include  an  enroll- 
ment in  Snarth's  Pickpocket 
Seminary,  Pikes  Pick,  Colo- 
rado. Right  now  all  his 
spare  time  is  spent  at  Mose- 
leys,  roller  skating  for  hours 
on  end.  "Foozle  the  frammis 
snaffle,"  says  Bob,  "or  don't 
you  like  it?" 

J         OTELIA  MARY 
A  WESCHROB 
"Joking  decides  great  things 
Stronger  and  better  oft  than 

Earnest  ca)i." 

It  would  be  pretty  hard  to 
find  a  cheerier  girl  than 
Tillie,  who  is  planning  to 
study  nursing  at  the  Wal- 
tham  Hospital.  We  don't  see 
how  a  patient  can  help  re- 
covering when  Tillie  brings 
her  omnipresent  smiles  and 
laughter  into  the  sickroom. 


A 


WILLIAM  WESSELL 

"My  mind  to  i»c  a  kingdom 
is." 

After  eoing  to  nautical 
school.  Bill  plans  to  become 
a  Diesel  ene-ineer.  After  that, 
nothing  will  phase  him — if 
his  knowledge  of  engines 
can't  avail,  he'll  simply  cry. 
"Fifty-four,  forty  or  Foo!" 
and  charge  right  ahead  to 
victory. 


RICHARD  A.  WHITE 

"A  man  of  all  hours,  ready 
for  anvthina" 
"Imagine  that,  Huh!"  is 
Mike's  favorite  expression. 
It  is  hard  for  us,  however,  to 
imagine  that  he  really  wants 
to  cross  the  country  on  a 
horse.  Of  course  it  might  be 
pood  fun  at  that,  and  maybe 
he'll  do  it  after  he's  success- 
fully tilled  the%  si»f  on  4that 
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WIGMORE 

"To  write  a  verse  or  two  is 
all    the    praise    that    I  can 
raise." 

Wiggy  was  very,  very  ret- 
icent about  his  past,  pres- 
ent, and  future.  He  would 
reveal  nothing.  But  we  know 
that  he  has  a  talent  for  writ- 
ing. So  if  in  the  future  we 
see  on  the  front  page  of  the 
Saturday  Evening  Post,  '"Be- 
ginning, new  serial  —  by 
Richard  Wigmore,"  we'll  not 
be  surprised. 


"She  shall  have  music." 

"Dingbats!"  to  you  too, 
Prudy.  So  you're  going  way 
out  west  to  learn  all  about 
journalism,  are  you  ?  Here's 
hoping  those  singing  les- 
sons  take   you  places! 


/   HELEN  FRANCES 
V     X  WILSON 

"The  will  to  do,  the  soul  to 
dare." 

Helen's  ambition  is  to 
really  convince  Neilsen  and 
keep  peace  with  him.  We 
don't  know  who  Neilsen  is, 
but  we  don't  see  how  any 
one  could  ever  be  at  war 
with  Helen.  As  for  her  fav- 
orite expression  —  "Long 
time  no  see" — we  hope  this 
isn't  a  pi'ophecy.  We  want  to 
see  her  soon  and  often. 

JANET  WINTERS 
"Up  -  -  -  to  school  -  -  -  and 
so  to  bed." 
Janet  has  been  voted  our 
most  popular  girl  as  well  as 
the  girl  who  has  done  most 
for  the  class.    She  plans  to 
go  to  Simmons  College,  af- 
ter which  she  hopes  to  se- 
cure,  with   influence,   a  job 
on  a  W.  P.  A.  sewing  pro- 
ject; but  we  know  she'll  go 
r  than  that.     She  has 
oven   her   ability   to  sur- 
nt    obstacles    by  living 
[J6wn  her  famous  "Why  wor- 
speech   in   only  three 
y  ears.    More  power  to  her. 
Gee!   Simmons  gets  all  the 
breaks. 
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MARY  ELIZABETH  WOOD 

"Fashions  are  her  textbook." 

Mary  wants  to  be  a 
fashion  designer.  She  plans 
to  continue  school  but  has 
not  decided  where.  When 
all  the  Park  Avenue  shoppes 
feature  Wood  Creations, 
"Some  fun!"  will  be  the  cry 
of  delighted  debutantes  as 
they  rush  the  doors  to  buy 
Mary's  latests. 


LUCY  PAULINE 
YONSEN 
"I  only  speak  right  on." 
"Pardon  my  French,"  says 
Lucy  the  Lucky.     In  plain 
English,  she  plans  to  work 
for  a  while  and  then  study 
acrobatic  dancing.  Success- 
ful as  her  career  will  surely 
be,  she  doesn't  intend  to  be 
dancing  always.     Sooner  or 
later   (we  think  it  will  be 
sooner)   the  right  man  will 
come  along. 


WILLIAM  J.  BENNETT 
"Men  of  jew  words  are  the 
best  men." 
When  all  is  still  in  class, 
leave  it  to  Bill  to  come  out 
with  a  joke.  Although  he  is 
quiet  (at  times)  he  always 
has  an  answer  at  the  tip  of 
his  tongue.  "Why  not?"  is 
Bill's  favorite  expression. 
He  hopes  to  obtain  a  good 
position,  and  in  view  of  his 
ready  wit  and  real  ability, 
why  not? 


DWIN  HALDEN  BLISS 

"Round  the  world  and  home 
again." 
That's   the   sailor's  way." 
Ed  wants  to  follow  the  sea 
for   a   few   years   and  then 
come  home  and  study  draft- 
ing.     Already    he's  shown 
enough  ability,  by  making  a 
successful  home-made  diving 
suit,  to  convince  us  that  he's 
headed  in/Mie jright  direction. 


ROBERT  EMMET  BRIGGS 

"Leisure  is  the  reward  of 
labor." 

The  next  few  years  will 
find  Bobby  awfully,  awfully 
busy,  as  he  plans  to  work 
hard  enough  then  so  that  he 
can  take  it  easy  for  the  rest 
of  his  life.  It  sounds  pretty 
appealing.  We  suppose  he'll 
use  his  ability  at  baseball  to 
keep  from  getting  bored 
during  the  long  vacation 
that's  ahead  of  him. 


Xf  JOSEPH  A.  CHAPMAN 

"Though  his  pen  was  idle 
his  tongue  was  active." 
"Don't  sit  on  a  rolling 
stone,"  says  Joe,  who  ap- 
parently intends  to  be  one. 
After  working  for  a  while 
at  the  Centre  Hardware,  he 
is  going  to  join  the  navy 
and  see  much  more  than  the 
sea.  We  can  picture  him  in 
the  future  as  an  admiral  of 
the  line  saying  to  his  sub- 
ordinate, "You  can  foo  when 
you're  ready,  Gridley." 


^/    ARTHUR  FREDERICK 
^  DROUIN 

"Oh,  call  it  by  some  better 
name,  for  friendship  soiuids 
too  cold." 
Art,  our  East  Dedham  ad- 
vocate, is  like  many  other 
students  when  he  says  he 
just  wants  to  find  work.  He 
frequently  says  "No  kid- 
ding?" and  we  are  sure  he 
wasn't  when  he  said  he 
wanted  to  take  a  trip  to  the 
South  Sea  Isles.  Well,  good 
luck  to  you,  Art,  and  send 
us  a  few  coconuts  when  you 
get  there. 


X 


ELBERT  EDWARD 
HOPKINS 
"He     is     wise     who  thinks 
much,     speaks     little,  and 
writes  less." 
Elbert  is  a  quiet  boy  who 
keeps  busy  as  a  bee  taking 
care  of  bees.    Anyone  who 
can  move  a  swarm  of  honey- 
makers  from  one  hive  to  an- 
other without  getting  stung, 
will  have  little  trouble  get- 
ting by  in  this  world. 
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JOHN  EDWARD  LYNCH 
"A  little  nonsense  now  and 
then  is  relished  by  the  wisest 
men." 

Eddie  is  another  propoun- 
der  of  those  confusing'  state- 
ments known  as  double  talk. 
He  is  one  of  the  most  pop- 
ular boys  around  school,  and 
he  baffles  the  weaker  sex  by 
saying,  "Buppus  goona,  or 
don't  you  like  it?"  We  be- 
lieve Ed  when  he  says  he 
plans  to  go  to  Harvard,  but 
we  just  can't  make  ourselves 
believe  that  his  ambition  is 
to  tend  furnaces  in  Florida. 
We  don't  wish  to  seem  med- 
dlesome, but  we  think  he 
would  do  much  better  selling 
post  holes. 


*C    HENRY  MATTHEW 
MEYER 

"Bom  for  success  he  seems." 

"They're  off!"  will  be  the 
cry  ringing  through  Toot's 
ears  if  he  realizes  his  ambi- 
tion. Yes,  you've  guessed  it 
— Toots  wants  to  become  a 
jockey.  If  he  is  as  success- 
ful in  the  ..racing  world  as 
he  is  in  everything  else  he 
attempts,  Toots  will  equal 
Earl  Sande  in  the  art  of 
"booting  the  bangtails 
across  the  wire  first." 


X 


DOROTHY  MARY 
O'HARE 

"She  is  pretty  to  walk  with, 
and  witty  to  talk  with,  and 
pleasant,  too,   to   think  on." 

"Tiska,  Tiska!"  Dot.  We 
thought  you  were  destined 
to  be  a  professional  dancer, 
but  you  inform  us  your  am- 
biticn  is  to  be  a  business 
woman.  Dot  hopes  to  get  a 
position  this  summer.  If 
not,  she  plans  to  go  to  the 
Higgins  Commercial  School, 
where  she  will  learn  all 
there  is  to  know  about  the 
comptometer.  Incidentally, 
Dot  would  rather  dance  than 
eat. 


GEORGE  TOPF 

"Well  -  timed  silence  hath 
more  eloquence  than  speech." 

"Ya  wanna  know?"  de- 
manded George  when  we 
asked  for  his  favorite  ex- 
pression, so  "Ya  wanna 
know"  it  is.  As  for  his  am- 
bition, we  hesitate  to  men- 
tion it,  but  candor  compels 
the  confession  that  he  aims 
to  be  an  electrical  engineer. 
Shocking!  !  ! 


K  ROBERT  GERALD 

WALSH 
"The  noblest  mind  the  best 
contentment  his." 
"Watch  that  stuff,"  cries 
Knocko,  and  that  may  be  a 
good  plan  if  any  shop-lifters 
come  in  the  store  where  he's 
going  to  be  clerking.  And 
when  his  dreams  come  true 

(we  hope  they  will  soon) 
and  he  is  able  to  travel  to 
all  the  scenic  spots  in  the 
wt>rld,  "Watch  that  stuff" 
will  still  be  in  order. 
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"WHAT  IT  TAKES"— TODAY 

Nancy  Drew 

Almost  as  long  as  the  young  people  of  today  can  remember,  they  have  ex- 
perienced continually  the  effects  of  the  depression.  Wherever  we  go — whatever  we 
do — whether  we  are  on  the  street  or  listening  to  the  radio,  we  are  not  allowed  for  a 
moment  to  forget  that  no  work  is  available  for  thousands  of  boys  and  girls  graduat- 
ing from  high  school  and  college  every  year.  With  this  prospect  constantly  held  up 
before  us,  might  it  not  be  expected  that  we  would  be  utterly  discouraged?  But  are 
we?  Of  course  not!  We  are  young,  and  as  yet  have  had  no  personal  experience  with 
failure  and  defeat,  and  in  spite  of  the  gloomy  picture  that  our  elders  draw,  the 
world  still  seems  new  and  exciting,  and  we  go  forth  confidently  to  meet  it. 

Nevertheless,  youth  today  does  realize  that  in  some  respects  it  is  the  most  un- 
fortunate generation  in  our  history.  In  the  first  place,  we  of  today  are  being  de- 
prived of  a  fail  start,  coming  of  age  as  we  are  in  the  midst  of  an  economic  depression. 
In  the  past  our  vast  natural  resources  and  undeveloped  agricultural  possibilities  of- 
fered, for  a  time  at  least,  unlimited  opportunities,  and  in  the  days  of  our  forefathers 
if  all  else  failed,  one  could  always  go  west  and  seek  an  entirely  new  life;  but  with 
the  disappearance  of  the  frontier,  even  that  avenue  of  escape  is  cut  off.  Then  look- 
ing at  conditions  in  the  world  about  us,  we  see  the  governments  of  many  other 
nations  clattering  the  ground,  the  principles  of  democracy  and  liberalism  completely 
defeated,  and  feel  on  our  necks  the  hot  breath  of  another  world  war.  When  we 
think  of  what  this  would  mean  to  the  United  States  and,  for  that  matter,  to  every 
other  country  involved,  then  it  is  that  the  gay  optimism  of  our  youth  is  shaken. 

As  we  contemplate  the  contemporary  scene,  the  greatest  immediate  problem 
that  the  young  people  of  America  have  to  face  is  widespread  unemployment.  In  the 
world  today  it  is  becoming  increasingly  difficult  to  obtain  any  position  at  all,  not 
even  to  mention  finding  the  particular  work  for  which  one  is  best  fitted.  At  present 
in  this  country  there  are  about  five  million  young  people  out  of  school  and  unem- 
ployed. 

Is  there  any  solution  to  this  baffling  perplexity  that  surrounds  us  on  every  side? 
One  might  say  that  there  is  no  general  solution  because  there  is  no  uniform,  inclusive 
problem;  neither  the  government  nor  any  one  person  can  give  the  five  million  in- 
dividual answers  which  these  boys  and  girls  demand.  Each  one  must  find  his  own, 
and  to  "find"  means  active  search — not  passive  waiting. 

This  principle  is  shown  in  the  enterprise  of  an  Oregon  boy  whose  greatest  am- 
bition was  to  enter  West  Point.  As  his  sole  means  of  transportation  was  a  bicycle, 
he  pedalled  all  the  way  to  Washington.  This  same  initiative  secured  for  him,  within 
twenty-four  hours  after  his  arrival,  a  job  with  the  Western  Union  as  messenger  boy, 
and  he  persuaded  his  employer  to  assign  him  to  the  Capitol  building,  so  that  he 
could  be  near  his  Oregon  congressman.  He  remained  there  until  Congress  adjourned 
some  weeks  later,  and  then  returned  to  Oregon  on  the  same  bicycle,  so  that  he  should 
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still  not  lose  contact  with  the  man  from  whom  he  hoped  eventually  to  receive  his 
appointment.  Is  there  any  doubt  as  to  whether  a  boy  with  such  perseverance  and 
resourcefulness  would  succeed  in  life?  What  the  incident  illustrates  is  this — that 
there  arc  still  jobs  and  opportunities  for  the  individual  who  is  superior  to  the  crowd 
in  qualities  of  determination  and  industry. 

I  once  overheard  two  men  discussing  a  third,  who  had  been  a  church  architect, 
but  since  in  these  hard  times  there  were  no  new  churches  being  built,  he  had  passively 
accepted  defeat,  taking  the  attitude  that  there  was  no  work  and  that  any  effort  on  his 
part  was  useless.  One  speaker  condemned  this  apathy,  saying  that  if  he  were  in  the 
architect's  place,  he  would  write  letters  to  every  church  in  New  England;  then 
when  there  was  some  repairing  or  remodelling  to  be  done,  he  would  at  least  have  an 
advantage  in  obtaining  the  job.  Not  only  building  new  churches,  but  repairing  and 
remodelling  is  highly  desirable,  and  the  willingness  to  do  whatever  is  really  needed, 
and  not  only  the  more  spectacular  and  so-called  "worthy"  thing,  is  a  very  important 
quality  today  for  society,  and  to  enable  the  individual  to  get  ahead. 

But  perhaps  for  some  the  answer  may  be  found  in  a  more  indirect  way — 
through  an  avocation  or  a  hobby.  There  are  hundreds  of  hobbies;  one  need  only 
attend  a  hobby  show  to  realize  that.  Some  people  like  to  collect  things  like  stamps 
or  toy  animals,  while  others  who  have  not  the  mania  for  collecting,  enjoy  spending 
all  their  spare  time  at  the  piano  or  working  in  the  garden.  My  point  is  that  every- 
one should  have  a  hobby  whether  he  has  a  job  or  not,  and  if  not,  there  is  always  the 
possibility  that  a  hobby  might  lead  into  one.  It  is  very  likely  that  the  girl  who  for 
her  own  enjoyment  has  trained  herself  to  wait  on  table  or  cook  perfectly  might  find 
a  position  which  called  for  these  accomplishments.  This  might  also  happen  to  the 
man  who  had  a  carpentry  shop  in  the  wood-shed  or  had  made  a  thorough  study  of 
the  radio.  The  field  of  music  offers  a  similar  case.  For  example,  there  is  one  man 
who  took  up  playing  the  organ  as  a  hobby.  He  was  a  lover  of  music  and  enjoyed  his 
organ  so  much  and  became  so  efficient  that  when  he  suddenly  found  himself  out  of 
work,  he  was  able  to  earn  his  living  by  giving  organ  lessons. 

I  also  know  of  a  woman  who  had  spent  a  great  many  years  collecting  miniature 
books  from  all  over  the  world.  She  had  finally  accumulated  such  a  large  and  in- 
teresting number  that  she  became  greatly  in  demand  as  a  lecturer. 

Whether  or  not  an  avocation  helps  one  to  find  a  vocation,  it  certainly  brings 
happiness  to  its  owner.  A  hobby  is  one  of  the  best  means  of  deriving  pleasure  from 
life,  especially  if  one  dislikes  one's  daily  work.  Now,  as  never  before,  in  order  to 
be  self-supporting  people  must  be  resigned  to  having  to  accept  uncongenial  work; 
therefore  a  hobby  is  essential  to  keep  life  normal  and  interesting.  The  thought  of 
spending  one's  evenings  and  holidays  doing  something  really  enjoyable  is  enough  to 
make  any  drudgery  at  least  bearable. 

Less  than  a  hundred  miles  from  Dedham  there  lives  a  man  with  a  very  indi- 
vidual hobby,  which  serves  exactly  this  purpose.  Now  nearing  seventy,  he  has 
earned  his  living  at  a  rather  monotonous  and  dull  occupation,  while  his  main  interest 
has  always  been  in  his  avocation.  As  a  boy,  according  to  his  own  story,  he  decided  to 
make  some  thing  that  no  one  else  had  ever  made  or  ever  would  make,  and  which 
would  keep  him  busy  year  after  year.  He  finally  decided  upon  a  set  of  designs  made 
entirely  from  used  postage  stamps  which  had  been  cut  into  their  tiniest  parts — the 
oval  frame  around  the  head  in  the  center — the  tiny  numbers — the  small  triangles  in 
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the  upper  corners.  Some  pages  are  noteworthy  only  for  the  geometric  value  of  the 
intricate  design,  while  others  depict  historical  events  like  Admiral  Dewey's  victory 
at  Manila,  or  Colonel  Lindberg's  flight  across  the  Atlantic.  You  may  remark,  "What 
an  utter  waste  of  time!"  but  a  hobby  does  not  have  to  appeal  to  anyone  but  its 
owner;  it  is  justified  by  its  service  in  the  individual  case.  The  essential  thing  is  that 
this  stamp  book,  in  keeping  him  occupied  and  not  inconveniencing  anyone  else  in 
the  slightest,  was  his  way  to  happiness.  • 

There  are  many  other  paths  to  happiness  free  to  us  all  to  enjoy.  Nature  herself 
offers  countless  thousands  of  sources — the  flaming  sunrsie;  the  roaring  ocean  dashing 
on  sharp  rocks,  tossing  its  foam  to  the  winds;  and  the  tiny  new  leaves  bursting  from 
the  trees  in  spring.  All  we  have  to  do  is  remember  they  are  there.  Friendship  ex- 
tends her  hands  to  each  one  of  us  and  brings  joy  to  all  who  wish  it.  Many  can  find 
felicity  in  books,  while  countless  others  find  their  deepest  satisfaction  in  music,  either 
creating  it  themselves  or  listening  to  that  of  others. 

Then  there  are  those  fortunate  few  who  reach  the  greatest  heights  of  happiness 
and  contentment  in  their  chosen  work,  who  so  completely  live  in  their  craft,  pro- 
fession, or  art  that  they  have  no  need  for  any  other  outside  interest.  The  sailor  who 
loves  the  sea  more  than  any  other  place  on  earth,  the  doctor  who  gets  his  greatest 
thrill  from  helping  others,  and  the  gardener  who  enjoys  above  all  else  planting  and 
weeding  and  cultivating  his  domain  are  to  be  greatly  envied.  Above  all  others,  it 
seems  that  the  scientist,  devoted  to  research,  experimentation,  and  discovery,  lives 
most  completely  of  all  in  a  fascinating  world  of  his  own  making.  For  this  is  the 
best  thing  possible  which,  if  we  can  obtain  it,  no  other  earthly  pleasure  can  exceed. 
Nevertheless,  we  realize  that  this  is  and  always  has  been  the  solution  for  only  a 
chosen  few. 

We  have  recognized  that  we  all  can  not  be  completely  satisfied  with  our  daily 
labor,  but  we  can  all  find  happiness  from  some  source.  In  fact,  no  American  can 
help  feeling  a  deep  satisfaction,  if  not  exultation,  when  he  compares  his  country 
to  many  of  those  across  the  sea. 

We  still  have  a  comparatively  free  press,  and  wc  can  read  what  we  wish,  wherever 
we  wish,  without  fear  of  being  hustled  off  to  a  concentration  camp.  Our  newspapers 
do  not  exhibit  a  deadening  uniformity  because  the  editors  have  been  ordered  what 
to  print,  and  we  do  not  know  what  it  is  to  have  our  letters  opened,  our  telephones 
tapped,  or  our  friends  thrown  into  prison  for  expressing  pacifist  sentiments.  Nor  do 
we  know  what  it  is  to  send  our  six-year-old  boys  to  drill  for  dhe  battlefield,  nor  to 
have  to  try  a  gas  mask  on  the  baby  the  first  thing  in  the  morning.  We  have  not 
experienced  these  things,  nor  shall  we,  so  long  as  we  remain  worthy  of  the  liberty  we 
now  possess. 

There  is  the  hope  that  the  American  Dream  may  not  be  lost — a  dream,  as  ex- 
pressed by  James  Truslow  Adams,  in  which  "life  should  be  better  and  richer  and 
fuller  for  every  man,  with  opportunity  for  each  according  to  his  ability  or  achieve- 
ment." It  is  the  dream  of  a  country  in  which  each  man  and  woman  will  attain  his 
full  possible  height  and  will  be  recognized  for  what  he  is  worth,  regardless  of  rank  or 
wealth.  This  principle  of  equality  is  already  with  us,  if  not  as  yet  completely  ful- 
filled. When  a  young  Frenchman  recently  come  to  this  country  was  asked  his  most 
striking  impression,  he  answered  unhesitatingly,  "The  way  that  everyone  of  every 
sort  looks  you  right  in  the  eye  without  any  thought  of  inequality." 
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At  least  in  comparison  with  other  countries,  our  American  Dream  has  partially 
come  true  and  perhaps  in  the  days  ahead  may  fully  be  realized,  but  whether  or  not 
in  our  lifetime,  we  still  can  say,  "I  am  an  American,"  and  add  with  Mary  Antin,  a 
little  Russian  immigrant  girl,  sitting  on  the  steps  of  the  Boston  Public  Library,  "It 
is  not  I  that  belong  to  the  past  but  the  past  that  belongs  to  me.  America  is  the 
youngest  of  the  nations,  and  inherits  all  that  went  before  in  history,  and  I  am  the 
youngest  of  America's  children  and  into  my  hands  is  given  all  her  priceless  heritage, 
to  the  last  white  star  espied  through  the  telescope,  to  the  last  great  thought  of  the 
philosopher.    Mine  is  the  whole  majestic  past  and  mine  is  the  shining  future." 


SPORTS  FOR  ALL 

Vincent  J.  DeBenedictis 

Most  people  who  speak  of  the  importance  of  sports  participation  for  all,  instead  of 
for  only  a  few,  fail,  through  ignorance,  to  realize  how  complex  the  problem  is. 

Formal  gymnasium  exercise  is  a  .-object  that  needs  a  great  deal  of  attention.  Like 
any  other  sort  of  sport  which  is  labeled  as  non-competitive,  it  possesses  many  unavoidable 
disadvantages.  Primarily,  a  sport  or  game  which  does  not  appeal  to  a  student  who  must 
participate  in  it,  is  like  trying  to  force  castor  oil  down  a  child's  throat.  He  will  swallow 
his  medicine  with  grimaces,  but  instead  of  becoming  more  alert  he  appears  grumpy 
and  disconsolate.  Thus  the  student  who  engages  in  formal  gym  work  is  not  likely  to 
be  enthusiastic  about  it.  In  other  sports  the  most  vital,  enduring  quality  is  the  general 
aptitude  shown  by  performers  and  spectators  alike.  Without  this,  the  popularity  of 
the  game  will  not  be  assured.  The  appeal  of  the  sport  to  the  athlete  and  to  the  spec- 
tator on  the  sidelines  has  two  entirely  different  aspects.  The  former  appeal  is  more 
realistic;  that  is,  it  assumes  a  livelier  and  more  fervent  ardor  which  consumes  the  per- 
former's heart.  The  other  is  a  slighter  response  to  an  exciting,  luring  attraction.  Yet 
in  spite  of  this  difference  the  first  cannot  live  without  the  other.  These  effects  formal 
gymnasium  work  lacks. 

The  cost  of  apparatus  cannot  be  left  unmentioned,  since  it  cannot  be  secured  from 
the  students  themselves.  How  many  times  does  one  hear  the  old  familiar  saying:  With- 
out money  nothing  can  be  done.  This  can  be  applied  in  gym  work.  In  some  cases 
the  games  require  very  little  equipment  while  others  require  not  only  the  proper  materials 
but  also  the  careful  management  of  them,  once  purchasd.  In  formal  gym  work,  one 
readily  perceives  the  amount  of  cash  needed  to  purchase  new  articles  and  machines. 
While  these  objects  are  made  to  undergo  strenuous  workouts,  they  must  be  submitted 
to  a  rigid  inspection  every  so  often,  in  case  of  a  possible  accident  occurring.  There 
is  always  the  probability  of  some  careless  student,  not  using  the  apparatus  in  the  proper 
manner. 

While  we  are  on  the  subject  of  formal  gym  work,  let  us  go  more  into  detail  from 
the  hygienic  point  of  view.  In  formal  gym  work  we  do  use  almost  all  muscles  in  stren- 
uous exercises  and  training;  we  do  become  adapted  to  the  several  skillful  actions.  How- 
ever, do  we  employ  these  muscles  in  everyday  life,  or  do  we  merely  use  those  with  which 
we  can  carry  out  our  common,  everyday  activities?  Then  if  we  do  use  them,  we 
naturally  become  accustomed  to  this  sort  of  exercise  and  we  continue  to  practice  it  as 
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we  get  on  in  life.  Then  when  we  do  desire  to  train  for  some  other  sport,  it  will  seem 
quite  difficult  to  get  accustomed  to  that  form,  since  we  have  not  established  those 
athletic  habits  necessary.  This  formal  gym  work  may  do  the  trick  for  some  youths  but 
on  the  average  it  will  not  create  any  sport  technique.  If  this  gym  work  has  always 
the  same  routine,  spectators  can  not  be  expected  to  have  any  special  interest  in  it.  The 
lively  action  and  gripping  tenseness  of  most  sports  is  not  present  here,  hence  the  "fans" 
will  not  support  it.  But  of  course,  there  is  always  the  case  of  a  professional  exhibition 
of  formal  gym  work;  this,  no  doubt,  is  filled  with  masterful  control  of  the  body,  and 
the  sport  becomes  highly  spectacular.  The  average  youth  could  not  acquire  this  finesse 
and  ability  unless  he  were  remarkably  trained. 

On  the  other  hand,  under  interscholastic  sports  the  spectators  experience  a  great 
part  of  the  thrill  and  emotion  displayed  at  such  games  as  football,  basketball,  and 
hockey.  The  "fans"  want  an  action  a  minute  and  they  receive  it  also.  In  comparison 
to  formal  gym  work  this  system  of  sports  program  has  paid  well.  Through  the  regular 
attendance  of  spectators  the  exceedingly  heavy  cost  of  equipment  is  greatly  lessened. 
The  variety  of  games  under  scholastic  sport  attracts  the  follower,  who  therefore  has 
a  choice  in  selecting  any  particular  one  he  prefers  to  view.  This  is  one  important 
advantage  over  formal  gym  work. 

Another  advantage  of  interscholastic  games  is  that  cooperation  of  a  smooth,  well- 
working  unit.  Without  the  support  of  all  members  of  a  team  working  with  full- 
pledged  spirit,  a  game  cannot  be  won.  This  cooperation  shown  by  coach  and  players  is 
the  finest  thing  that  we  have  in  American  sport.  It  fosters  the  hearty  ideals  for  which 
we  all  are  working.  If  this  plan  is  taught  in  our  younger  days,  it  will  be  of  practical 
value  in  business  and  social  life.  We  are  all  working  together  toward  a  common  goal, 
and  unless  we  crowd  together  in  a  "huddle"  and  put  our  heads  and  bodies  behind  this 
game  of  life,  we  cannot  plunge  onward.  We  develop  our  minds,  we  figure  out  the 
gains  and  losses,  and  then  act  accordingly.  With  these  activities  the  player  is  molded 
not  only  to  be  a  star  performer,  but  also  to  be  mentally,  morally,  and  physically  aware 
of  the  rules  of  the  game  of  the  world.  The  player  is  "groomed"  for  this  game  just  as 
he  is  converted  into  a  stellar  player  in  each  sport.  His  spirit  is  never  daunted;  he  is 
courageous  in  the  thick  of  the  fight. 

The  most  conspicuous  disadvantage  of  interscholastic  sport  is  that  it  allows  only 
the  participation  of  a  few.  There  is  the  emphasis  on  one,  over-rated  star.  The  star 
who  is  always  placed  in  the  spotlight  is  subject  to  a  great  task.  He  is  a  hero  in  the 
eyes  of  the  spectators;  therefore  his  foremost  intention  is  to  continue  to  play  his  role 
superbly.  This  is  the  obstacle  confronting  most  stars:  that  they  are  always  the  inevit- 
able victims  of  foul  play  from  the  whole  opposing  team.  Wouldn't  a  clear  thinking 
unit  have  more  of  an  opportunity  to  compete  favorably  with  their  opponents  without 
one  star? 

Interscholastic  sports  have  been  limited  to  the  very  few  who  are  fortunate  enough 
to  make  the  varsity  team.  This  is  sometimes  criticized  since  all  candidates,  out  for  a 
sport,  cannot  be  given  a  thorough  tryout.  Some  youths  who  haven't  the  fundamentals, 
required  in  particular  sports,  may  yet  develop  if  given  an  opportunity  to  show  their 
ability. 

Quite  contrary  to  this  program,  is  that  of  intra-mural  sports.  Here  the  possi- 
bilities of  those  desiring  to  compete  are  limitless.  The  sport  is  open  to  all  those  students 
who  are  not  capable  enough  to  make  the  school  team.  The  youth  may  try  out  for  any 
one  he  chooses,  there  being  a  great  variety. 
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That  is  merely  one  of  the  many  advantages  of  intra-mural  sport.  Herein  is 
demonstrated  that  enthusiasm  not  shown  in  formal  gym  work  and  the  important 
principle  of  sportsmanship  played  so  prominent  in  intcrscholastic  sports. 

From  this  intra-mural  system  teams  of  the  inter-scholastic  type  arc  built.  This 
system  is  used  as  a  training  ground  for  the  higher  teams.  The  performer  is  taught  the 
principles  of  the  game,  the  attitude  to  assume  in  contest,  and  the  reliableness  required 
of  him.  Through  this  wonderful  process  many  well  drilled  youths  are  fitted  for  any 
sort  of  problem  arising  in  their  participation  on  an  intcrscholastic  team. 

For  the  past  few  minutes  I  have  merely  considered  participation  in  sports  from 
one  particular  aspect.  Now  let  us  consider  this  phase  from  a  different  angle.  The 
individual  sport  constitutes  a  problem  not  to  be  overlooked.  There  are  such  sports 
as  golf,  tennis,  swimming,  skiing,  and  others  calling  for  individual  performance.  These 
above  all  the  rest  are  more  closely  related  to  the  problem  confronting  students  upon 
leaving  school.  In  intcrscholastic  and  intra-mural  sports  the  team  as  a  whole  is  neces- 
sary for  the  execution  of  a  play.  Can  a  student  who  has  played  these  sports  call  together 
the  necessary  team  members  for  games  after  school  years?  Obviously  not,  for  the 
players  are  scattered.  However  if  he  decides  to  play  a  game  of  golf,  he  very  easily  can 
secure  a  partner.  Such  sports  have  been  limited  somewhat  in  the  athletic  curriculum 
because  of  the  expense.    Yet  it  would  be  most  profitable  to  the  student  for  his  future. 

I  have  considered  the  processes  involved  in  all  sports  participation.  The  lack  of 
appeal  in  formal  gym  work  tends  to  rule  it  out.  Moreover  when  a  youth  desires  to 
gain  a  position  on  an  intcrscholastic  team,  his  wish  is  apt  not  to  be  fulfilled  since  there 
is  a  limited  number  of  athletes  with  whom  a  coach  can  adequately  work.  His  oppor- 
tunity seems  to  come  under  the  intra-mural  plan  but  here  his  individual  performance 
is  restricted  since  all  work  together  as  one  unit.  Now  let  me  emphasize  my  object; 
that  individual  participation  in  the  games  I  mentioned  do  more  for  the  pupils  in  both 
school  and  later  life.  Everyone  likes  to  participate  in  some  sport  or  other  and  should 
not  be  handicapped  because  of  his  poor  ability.  Some  provision  should  be  made  in  all 
schools  for  the  development  of  sports  for  all  and  for  all  time. 
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CLASS  PROPHECY 


Elinor  H.  Greene  and  Marion  Collins 
CAST 

Rip  Van  Winkle,  the  Second    Paul  Avery 

"Old  Grads"  of  Dcdhani  High    Elinor  Greene 

Marion  Collins 
Donald  Cheetham 
Anne  Carr 
Robert  Welsh 


Scene:    Dedham  Square  in  the  year  195  8.    Many  people  are  standing,  talking. 

Donald.  Look,  Anne,  have  you  ever  seen  that  man  before?  His  face  looks 
familiar  to  me. 

Anne.  Why,  yes,  I  believe  I  know  who  it  is.  But  I'm  not  sure.  Let's  see  what 
he  wants. 

(As  Paul  approaches,  the  group  advances  to  meet  him.) 
Paul.    Could  any  of  you  people  tell  me  where  Anne  Carr  is? 

Anne.  Right  here!  Now  I  know  who  you  are!  You're  Paul  Avery,  our  class- 
mate of  '38,  but  what  are  you  doing,  and  where  have  you  been? 

Paul.  Well,  I  went  up  to  the  mountains  the  day  after  graduation  and  got  so 
tired  that  I  couldn't  resist  my  habitual  inclination  to  lie  down  and  take  a  nap.  That 
was  in  June,  1938. 

Robert.    Well,  Paul,  it's  now  1958,  and  you've  been  asleep  for  twenty  years. 

Paul.  Well,  I  think  I'll  sit  here  and  find  out  what  has  happened  during  that 
time.    What  have  you  done  in  the  past  twenty  years,  Anne? 

Anne.  I  just  got  back  from  my  annual  trip  around  the  world  in  my  private 
yacht,  "T/jc  Dolphin."  Henry  Segerston  is  my  captain;  Albert  Harris  is  the  efficient 
steward;  and  James  Henry,  the  cabin  boy. 

Paul.    How  about  you,  Don?      Arc  you  still  interested  in  music? 

Donald.  Yes,  indeed.  The  other  day  Prudence  Williams  announced  in  her  news- 
paper, the  Christian  Science  Monitor,  that  Marion  Dean,  after  a  whirlwind  engagement, 
was  married  by  Donald  Cheetham,  the  minister  who  swings  the  wedding  march. 

Paul.    What  are  you  doing,  Elinor? 

Marion.  Paul,  would  you  believe  it?  She  has  moved  the  Hyde  Park  Whiting 
Milk  Plant  to  one  of  Uncle  Sam's  navy  ships  so  she  can  combine  business  with  pleasure. 

Elinor.  You  keep  quiet,  Marion.  But,  Paul,  Arthur  McKay,  the  present  Pro- 
fessor Quiz,  was  non-plussed  by  Marion's  wide  knowledge.  She  won  the  twenty-five 
silver  dollars  last  week  with  a  perfect  score. 

Paul.  I've  heard  about  all  of  you  now,  except  Robert  Welsh.  What  are  you  do- 
ing, Bob? 

Robert.    Nancy  Allan  is  conducting  her  own  roller  skating  rink  at  Dedham's  new 
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amusement  park  on  the  banks  of  Mother  Brook.  Her  assistants  are  Rose  Haggis  and 
Lucy  Yonsen.    I  very  obligingly  help  all  young  ladies  put  on  their  skates. 

Anne.  Now  that  you  know  what  we  are  doing,  let's  talk  about  the  rest  of  the 
illustrious  class  of  193  8. 

Paul.    That's  a  swell  idea,  Anne.    First  of  all,  what  has  become  of  David  Walsh? 

Elinor.  David  is  the  United  States  Senator  from  Massachusetts,  and  Vincent  De- 
Benedictis  has  just  been  appointed  our  ambassador  to  France.  Vincent  cabled  the  other 
day  that  Malcolm  McDonald  and  Roy  Colmcr  were  battling  it  out  for  the  international 
golf  championship,  but  Alfred  Longden  came  out  the  winner  by  a  long  shot! 

Donald.  Nancy  Drew  is  the  champion  racing  driver  of  the  world,  having  recently 
won  the  Indianapolis  Auto  Races  with  a  speed  of  250  miles  per  hour.  Her  racing  car 
was  designed  by  Lewis  MacQuarrie  and  George  Topf. 

Paul,  (looking  at  Robert  Welsh).  Has  Wallace  Murray  realized  his  ambition  as 
a  photographer? 

Robert.  Yes,  indeed!  He  is  with  the  M.  G.  M.  studios.  Alma  Kamps  and  Rita 
Kennedy  are  now  the  owners  of  this  studio.  Helen  Petelski  has  recently  passed  a  screen 
test  given  by  them.  Wallace  took  photos  of  Helen,  but  his  greatest  thrill  is  getting 
candid  camera  shots  of  Shirley  Kingsford,  the  Grace  Moore  of  Cinemaland. 

Marion.  The  film  of  the  Three  S's:  Scott,  Seufcrt,  and  Schepmoes  is  quite 
successful  in  its  latest  venture,  a  matrimonial  bureau.  The  first  applicant  was  Berna- 
dette  McDermott  in  search  of  a  tall,  dark,  and  handsome  Romeo.  

Anne.  Audrey  Phillips  is  running  a  blind  date  bureau.  ^Richard  Wigmorg)  the 
famous  author  is  writing  a  play  entitled,  Cheer  Up!  The  End  WiWC^ome. 

Paul.    How  about  Robert  and  Martin? 

Elinor.    Myrtle  Norwood  and  Bob  have  created  a  new  dance,  the  Rabbit  Jump. 

Donald.  Janet  Winters,  instead  of  editing  her  famous  newspaper,  the  Boston 
Blah,  is  busy  visiting  Symphony  Hall. 

Robert.    I  can  guess  why.    Larry  Corbett  is  there  with  his  swing  band. 

Marion.  That's  right.  And  I  am  told  that  they  are  still  looking  up  to  John 
Peterson,  his  drummer.  Lewis  Bedard,  the  well-known  trumpeter,  has  finally  saved 
enough  money  to  invest  in  a  new  Packard. 

Anne.  Joseph  Chapman  is  roaming  the  African  jungles  in  search  of  wild  beasts 
for  Briggs'  Wild  Animal  Farm.  Briggs  already  has  in  captivity  two  terriers  and  one 
white  mouse. 

Paul.    Where  is  Betty  Blake  now? 

Elinor.  Betty  is  supervisor  of  nurses  at  the  Baker  Memorial  Hospital  in  West- 
wood,  where  Lois  Edmands  is  dietitian,  and  Betsy  Ayres,  Dorothy  Higgins,  and  Shirley 
Fortnam  are  registered  nurses.  This  accounts  for  Arthur  Drouin's  reluctance  to  leave 
the  hospital,  where  he  has  been  receiving  treatment  for  first  degree  burns.  Arthur's 
burns  were  received  while  answering  a  false  alarm  run  in  by  Dorothy  Starr,  whose 
burning  ambition  is  to  see  the  fire  engines  race  down  High  Street. 

Donald.    Mary  Dunbar  is  decorating  the  homes  of  the  Hollywood  stars. 

Anne.    Yes,  but  lately  she  has  been  having  a  spell  of  Quincy. 

Robert.  Vincent  McNally  is  a  well-known  florist  whose  slogan  is  "A  Rose  by 
any  other  name  is  not  so  sweet."   

Marion.    Alfred  Serani  ancKJohn  Sargenpare  in  the  hat  business. 
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Paul.  Well,  I  imagine  that  goes  to  their  heads.  But  what  place  in  this  wide 
world  is  Robert  Gordon  filling? 

Donald.  He  is  the  owner  of  the  Julian  Griffin  Airline.  Recently  they  flew  over 
Hawaii  with  the  two  charming  stewardesses,  Natalie  Dwyer,  who  is  a  trained  nurse, 
and  Muriel  Cosgrove,  a  B.U.tiful  ex-socialite. 

Anne.  On  the  flight  over  Hawaii  they  used  Tommy  Pritchard's  new  long-dis- 
tance telescope.  They  discovered  Tony  Gallo's  Hawiian  Orchestra  with  Doris  Brookes 
dressed  in  a  grass  skirt  doing  the  vocal  honors.  Patricia  Reddy  is  teaching  the  Hawaiians 
how  to  sing  the  Blues. 

Robert.  Joe  Kivlin,  we  hear,  is  the  ace  salesman  of  the  (Dorothy)  Dennison 
Paper  Company. 

Paul.    Does  Catherine  Tate  still  run  from  her  office  work  to  lunch  periods? 

Marion.  Oh,  no,  that's  not  necessary  any  more.  Catherine  is  the  proprietress  of 
the  Fillmore  Restaurant,  which  is  said  to  be  failing,  due  to  her  frequent  sampling  of  the 
choice  delicacies  served  her  patrons.  Charles  Andries,  who  is  Catherine's  bookkeeper, 
is  obliged  to  wear  glasses  because  of  the  constant  glare  of  red  ink  in  his  books. 

Elinor.  Katherine  McLean,  Helen  O'Brien,  and  Mabel  Dewar  are  excellent 
waitresses  there,  but  they  are  still  waiting  for  their  back  pay. 

Donald.  CTony  ^onito*  is  the  weight-guesser  in  the  Foo  Circus,  and  we've 
heard  (or  have  we?)  that  Margaret  Doyle  and  Alyce  O'Sullivan  are  the  barkers  at 
this  circus. 

Anne.  Harold  Morgner  was  spotted  here  posing  as  the  "tallest  man  in  cap- 
tivity." Confidentially,  he  has  a  pair  of  stilts  under  him.  Forrest  Hanson  and 
Robert  Walsh,  those  two  dainty  fellows,  were  on  display  near  Tony.  Of  course, 
you  all  know  they  are  the  strong  men. 

Robert.  When  we  went  to  the  circus  last,  we  saw  Charles  Wayshville  water- 
ing the  elephants.  Charles  trains  the  elephants  so  thoroughly  that  one  of  them 
caught  William  Wessell  trying  to  crawl  under  the  big  tent. 

Paul.    What  is  the  studious  Virginia  Clark  doing? 

Marion.  Virginia  was  awarded  the  latest  Nobel  prize  for  her  essay  on  Com- 
pensation. 

Elinor.  Emma  Connell  and  Vincent  Ncgrini  are  collaborating  on  a  new 
geometry  book. 

Donald.  George  "Porky"  Brooks  is  the  owner  of  the  Squire's  Arlington  Ham 
Company,  and  Elbert  Hopkins,  his  official  hog-killer,  is  slaying  them  nowadays. 

Anne.  Fanny  Paspatcs,  Theresa  Hammel,  and  Dorothy  Greene  are  running  a 
School  of  Physical  Culture.  Every  week  they  receive  letters  from  Agnes  Johnson, 
Mildred  Lepon,  Anne  Pettec,  and  Daisy  Miner}  who  write  in  for  advice  on  how  to 
lose  weight. 

Paul.    What  is  Tom  McDonough  managing  these  days? 

Robert.  Oh,  he's  using  his  high  school  experience  with  the  teams  on  the  Dcd- 
ham  Community  Playground.  Joan  Robertson  is  featured  in  the  Highland  Fling  at 
Alice  Logan's  Top  Hat  Night  Club  in  New  York  City,  w'hcre  the  music  is  furnished 
by  Madeleine  Johnson's  all-girl  orchestra,  with  Barbara  Joseph  playing  the  bass  horn  and 
Alfred  Poch  as  soloist. 
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Elinor.  But  didn't  you  know  that  John  Birchall  is  visiting  this  "wee  bit  of 
Scotland"  in  New  York? 

Marion.  Kathleen  Horton's  beauty  parlor  for  men  only  is  a  thriving  business. 
Frances  and  Mary  Cocci  are  the  owners  of  the  Mary-Frances  Beauty  Shoppe  on  High 
Street.  Marion  Channell,  Natalie  Cardoni,  and  Louise  Hanlon  are  the  expert  beau- 
ticians. 

Donald.  Connie  Carney  has  incorporated  The  Bureau  for  Lonely  Hearts,  with 
Paul  Chisholm  the  escort  whom  most  of  the  women  prefer.  Richard  White  acts  as 
an  escort  for  blondes  particularly. 

Anne.  Among  the  more  prominent  members  of  the  staff  is  Draper  Hodges, 
who  is  famous  for  his  Rumba  number  with  his  partner,  Margaret.  Two  other 
sought-after  members  are  William  Libby  and  Robert  Bayley.  Mary  Jane  Bickford, 
Madelyn  Allegro,  Antoinette  Kowalski,  and  Rose  Capozzi,  who  run  a  special  branch 
of  this  bureau,  give  free  advice  to  the  lovelorn. 

Paul.    What  is  Dorothy  O'Hare  doing? 

Elinor.  She  is  running  a  new  bus  line  between  Westwood  and  Ashcroft.  Rita 
Gallagher,  Edith  Iadonisi,  and  Carmella  Palermo  are  employed  as  hostesses.  Dot's 
motto  is  "O'Hare,  O'Hare,  can  my  little  bus  be?" 

Robert.  Edward  Vilkish  has  set  out  from  Boston  to  circle  the  globe  in  a  row 
boat.  Last  reports  said  that  after  rowing  for  a  week,  Vilkish  had  reached  Province- 
town. 

Paul.    Is  Patricia  Baldwin  still  talking  about  her  King?     (Of  England  I  mean.) 

Anne.  No,  but  Pat,  after  reading  Lyman  Avery's  new  book  "How  to  Get 
Your  Man  has  just  returned  from  England  with  Lord  Edenski,  her  husband.  Pat 
says  she  is  happy,  but  everyone  knows  her  heart  is  still  being  "Chisholmed!"  Kay 
Daniels  and  Mary  Finn  accompanied  her.  It  seems  that  all  the  eligible  bachelors 
were  busy  at  the  Hague,  visiting  that  red-headed  actress,  Genevieve  (Haigh). 

Robert.  Ruth  Higgins  and  Philip  Caroselli  are  raising  "carrots"  to  sell  to  the 
Clapps  Baby  Food  Company. 

Elinor.  Doris  Burhans  is  still  robbing  the  cradle,  and  Mary  Wood  likes  them 
tall,  blond,  and  Simpson. 

Donald.  Henry  Mayer,  the  famous  jockey,  just  realized  his  great  ambition. 
He  won  the  Irish  Sweepstakes  on  a  horse  named  Mud  Pack. 

Paul.    Is  Phil  Shreve  still  making  everybody  laugh? 

Anne.  Yes,  and  even  more  so.  He  is  the  Robert  Benchley  of  today,  and  has 
given  a  new  phrase  to  our  language,  "Shut  up  ya  mug  or  I'll  slug  ya!" 

Marion.  Teddy  Marzinzik,  the  traveling  salesman,  ran  across  Eddie  Lynch 
partaking  in  the  annual  Greek  dances  at  Popycockpolis. 

Roblrt.  Alice  Cummings  and  Angelina  Prisco  are  managers  of  the  Isling- 
ton Yellow  Sox,  a  baseball  team  of  world  renown,  with  Red  Beaumont,  Ralph  Toti, 
and  Fred  Mariana. 

Elinor.  I  hear  that  Betty  Allen  is  getting  technical  about  going  to  Dartmouth 
for  those  winter  carnivals. 

Donald.  Otelia  Weschrob  is  "Weiduling"  Ernie  to  give  up  hockey  and  football. 
Paul.    Is  Preston  Shaw  still  absent  from  his  daily  work? 

Anne.    No,  for  he  is  the  truant  officer.     He  just  called  out  Jackie  Gilbert's 
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"Max  Sennettites"  to  get  Dorothy  Browne's  children  to  school  on  time.  Dorothy, 
the  famous  designer,  has  been  keeping  them  home  to  model  children's  clothes. 

Robert.  John  Hunt,  the  Treasurer  of  the  United  States  Mint,  has  as  his  slogan, 
"Hi-O-Silver!" 

Elinor.  William  Levangie  should  come  out  from  behind  those  whiskers.  He's 
now  famous  as  the  successor  to  Robert  Taylor.  Lawrence  Carty  is  another  film  star 
from  the  fair  town  of  Dedham. 

Donald.  On  the  Tulip  Phorus  Cigarette  Program  is  Charles  "Johnnie"  Cowan, 
who  is  always  announcing  "Call  for  Tulip  Phorus." 

Paul.    Are  any  of  the  classmates  residing  in  foreign  lands? 

Marion.  Oh,  yes.  Lester  Kern  and  Carlton  Kieber  are  conducting  a  gasoline 
station  on  the  Sahara  Desert. 

Robert.  Maestro  Nunzio  Sergi  has  taken  his  Melodians  to  Italy,  where  they 
and  the  crooning  of  Maurice  Sullivan  have  been  entertaining  II  Duce. 

Anne.  Betty  Lowe  has  started  a  rival  newspaper  in  Dedham,  called  the 
Weekly  Lowdown.  Doris  MacLaren,  columnist,  who  writes  under  the  name  of  J 
Borem  Stiff  has  gained  almost  as  many  readers  as  that  famous  writer  Wdhemina  Wbye. 

Marion.  The  newly  organized  Shakespearian  Players  are  featured  at  the  Broad 
Way  Theater.  Now  playing  is  Romeo  and  Juliet,  with  Catherine  Brindley  as 
Juliet  and  Douglas  Dewar,  Romeo.  Others  in  the  cast,  under  the  expert  direction  of 
William  Bennett,  are  Eileen  Milroy,  Marie  Walsh,  Ruth  Campbell,  and  Gertrude 
Hubbell.  John  McGuinness,  who  has  charge  of  the  ushers,  has  appointed  Virginia 
Gaetanie,  Gloria  Rydstrom,  Vincentia  Iarocci,  and  Caroline  Pagliuca  to  fill  those  po- 
sitions. 

Elinor.  Lillian  Farmen  and  Gertrude  Haskell  are  better  known  as  the  Giggle 
Sisters  on  the  Grapenut  Radio  Program. 

Paul.    What  are  Irene  and  Betty  McGowan  doing? 

Donald.  The  law  firm  of  McGowan  and  McGowan  is  seeking  to  obtain  ali- 
mony for  Helen  Wilson  at  the  Dedham  Court  House.  Sally  Robertson  and  Lewis 
Morell  are  witnesses  for  Helen,  and  Joe  Sexton  is  presiding  as  judge. 

Anne.  Dorothy  Heymer  is  reading  bed-time  stories  to  little  kiddies  over  sta- 
tion D.H.S.  every  evening  at  seven,  with  Miry  Gesick  singing  Mother  Goose  rhymes. 

Robert.  Louis  Lovely's  hot  dog  stand  is  where  you  can  get  the  twenty-inch 
hot  dog,  with  roll  and  mustard,  for  twenty-five  cents.  Helping  him  along  with 
the  business  are  Anthony  Manna  and  William  Connors. 

Elinor.  Roger  Paine,  the  Beau  Brummel  of  Westwood,  serenades  the  young 
ladies  and  puts  that  wide-awake  town  to  sleep. 

Marion.  Edward  Bonito,  a  smaller  addition  of  the  Bonito  family,  with  the 
help  of  Edwin  Pierce,  recently  finished  drafting  plans  for  a  new  potato  reaper,  which 
George  Thompson,  the  well-to-do  Maine  farmer,  has  bought. 

Donald.  Violet  Tessitore,  accompanied  by  her  secretary,  Louise  Mucciaccio, 
just  won  a  beauty  contest.  The  judges  were  Philip  Tilton,  Kenneth  Luce,  and  Wal- 
ter Smith. 

Paul.    Is  Ruth  McDonough  still  receiving  letters  from  Texas? 

Anne.  No,  she  is  now  married  to  that  famous  baseball  player.  One  day 
while  they  were  out  walking,  they  found  Terry  Frost,  the  modern  Thoreau,  living  in 
a  cabin  on  Lake  Walden. 
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Robert.  Edgar  Sundberg  and  James  Hall  are  now  in  the  advertising  business. 
When  interviewed,  each  said,  "When  I  was  a  boy  I  used  to  go  to  Dedham  High. 
That's  the  secret  of  my  success." 

Elinor.  The  society  columns  of  the  local  newspapers  are  filled  with  news  of 
the  approaching  marriage  of  Doris  Hallgrtn.  Miss  Hallgren  has  chosen  as  her 
bridesmaids  Ruth  Wagner,  Laverne  Dewar,  and  Phyllis  Nickerson. 

Marion.  Louise  Hall,  Richard  Hagger,  and  Edwin  Bliss,  the  three  Charlie 
Chans,  are  conducting  a  search  for  the  mysterious  Mr.  X,  who  is  always  putting 
notes  in  the  desks  of  Dedham  High  School  pupils.    The  suspect  is  Katherine  Sullivan. 

Donald.  Michael  Lazdowsky  is  teaching  the  Dedham  Fire  Department  how  to 
fly  airplanes,  while  Glenna  Jordan  is  the  petite  parachute  jumper. 

Anne.  The  very  latest  news  is  that  yesterday  Marie  Lally  was  seen  rushing 
down  to  a  local  drug  store  to  telephone  Bernard  Bailey,  the  famed  surgeon,  to  come 
and  render  first  aid  to  Bill  Reid,  who  passed  out  upon  receipt  of  the  news  that  this 
year  he  would  finally  receive  his  diploma! 


CLASS  OFFICERS 

Secretary,  V.  DeBenedictis;  Treasurer,  J.  Hunt;  Vice-President,  P.  Chisholm; 

President,  L.  Avery. 
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CLASS  SONG 
To  The  Future 

Music  by  Laurence  Corbett 
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To  The  Future 


Worth  by  Alma  Kamps 
I 

Here  we  stand  together,  Class  of  ;3  8, 

Through  the  years,  side  by  side,  friends  through  every  fate. 
Friends  through  all  our  school  days,  friends  we  hope  to  stay, 
Though  we  now  are  parting,  each  to  take  his  way. 

II 

Forward  we  are  marching,  toward  our  goal  we  go. 
Paths  ahead  we  will  tread,  spirits  never  low. 
Scorning  all  temptations,  we  don't  go  astray. 
As  we  face  the  future,  may  we  often  say: 

Chorus: 
Days  of  sun  and  rain, 
Days  of  loss  and  gain — 
All  of  these  we've  spent — 
None  of  them  in  vain. 

Now  those  days  have  gone 

And  we'll  travel  on, 

Facing  duties  new,  new  and  strange. 

A  year  from  now  we  hope  that  we'll  meet  you, 
Thirty-eight  still  true. 

Parting  time  is  nigh, 
Dear  old  Dedham  High. 
Memories  of  you  will  never  die. 
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Laurence  Paul  Corbett 


CAST 


Mr.  Bottomley  (Affectionately  known  as  "Topper") 

Lovina  Ford   

Eloise  Guy   

Betty  Coed   

/.  Abberton  Smythe   

"Butch"  Malone   

Appaullo  

Mr.  Eugene  Kiely   


Laurence  Corbett 


Kenneth  Simpson 
  Himself 


Anne  Carr 
Janet  Winters 
Nancy  Drew 
Lyman  Avery 
Philip  Shreve 


Time:  September,  1968. 

Scene:  Mr.  Bottomley's  history  class  at  Dedham  High  School. 

Stage  Setting:  A  schoolroom,  with  teacher's  desk,  pupils'  desks,  etc. 

Rise  of  curtain  shows  Mr.  Bottomley  at  his  desk,  reading.  Period  bell  rings.  Miss 
Guy  enters,  followed  by  classmates.  She  places  rosy  apple  on  teacher's  desk,  giics  him 
a  sweet  smile,  then  takes  her  place,  which  is  the  desk  nearest  the  teacher.  The  other 
pupils  get  paper  from  the  teacher's  desk  and  take  their  places.  One  desk  is  vacant. 

Mr.  Bottomley.    Please  read  the  notices,  Miss  Ford. 

Miss  Ford.  1.  All  line  candidates  for  this  year's  girls'  football  team  report  to 
coach  Paul  Avery  at  Memorial  Park  at  2:00  p.m. 

2.  Warning  cards  will  be  given  out  today  and  must  be  returned  on  or  before 
Tuesday  next. 

3.  Assembly  tomorrow.  Professor  Wallace  Murray,  B.S.,  A.B.,  WBZ,  will 
speak  on  comical  researches — I  mean  chemical  researches. 

Mr.  Bottomley.  (looking  at  empty  desk)  Hmmm.  Shaw  absent  again!  Must 
have  taken  another  cruise.    I  knew  if  I  gave  him  enough  rope  he'd  skip. 

Mr.  Bottomley.  The  homework  for  tomorrow  in  O'Donnell's  history  starts 
on  page  2472.  It  takes  up  the  graduation  of  the  Dedham  High  School  class  of  193  8. 
Study  the  careers  and  accomplishments  of  the  honor  essayists,  Nancy  Drew  and 
Vincent  DeBenedictis.  Note  the  large  number  of  graduates,  the  address  by  President 
Lyman  Avery,  and  the  remarks  of  the  guest  speaker.  This  takes  you  through  page 
2478.    Now,  Smythe,  what  is  the  period  we  are  studying? 

Smythe.  The  Era  of  Progress  and  Intellectual  Development,  covering  the 
years  193  5  to  193  8. 

Mr.  Bottomley.    For  what  is  this  period  noted? 

Smythe.  The  era  covered  the  preparation,  the  activities,  and  the  graduation 
of  the  best  class  ever  to  graduate  from  that  little  red  schoolhousc  known  as  the  Ded- 
ham High  School. 
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Mr.  Bottomley.  That  was  a  fine  class.  I  think  that  it  was  one  of  the  out- 
standing classes  in  all  my  years  of  teaching  history.  Sometimes  I  feel  I  didn't  ap- 
preciate them  as  I  should  have.  Now,  Butch,  give  a  connected  account  of  the  po- 
litical history  of  the  193  8  class. 

Butch.  Well,  you  see  it  was  like  this.  Lyman  Avery,  star  football  player  and 
state  champion  in  the  300  yard  dash,  was  president;  Hunt  was  treasurer;  and  De- 
Benedictis  was  secretary;  all  of  them  for  the  four  years.  The  only  office  held  by  a 
girl  was  the  vice-presidency. 

Mr.  Bottomley.    A  matter  of  woman  suffrage,  Butch? 

Butch.  Well,  you  see  it  was  like  this.  Wigmore  was  freshman  vice-president, 
and  Caroselli  was  sophomore  vice-president.  But  in  the  junior  year,  Janet  Winters 
won  the  election.  In  the  senior  year,  Paul  Chisholm,  one  of  Dedham's  greatest  all- 
round  athletes,  held  that  office. 

Mr.  Bottomley.  Very  good,  Butch.  Now  Eloise,  could  you  tell  us  what 
outstanding  event  took  place  during  the  freshman  year? 

Eloise.  (pause)  Oh,  I  know!  Ruth  Higgins  met  Phil  Caroselli;  and  ever 
since,  they've  been  as  close  as  five  minutes  of  eleven. 

Mr.  Bottomley.    No,  no,  Eloise. 

Eloise.    Was  it  a  dance? 

Mr.  Bottomley.  I'm  asking  you,  Eloise.  Concentrate,  if  possible,  on  the 
question. 

Eloise.  Uh-huh.  Well,  it  seems  to  me  I  read  somewhere  that  they — oh,  I 
know — they  were  the  first  freshmen  ever  to  run  a  dance.  They  made  seventy-five 
dollars. 

(Miss  Coed  raises  hand.) 

Mr.  Bottomley.    Correction,  Miss  Coed? 

Miss  Coed.     (very  softly)     They  made  sixty-two  dollars  and  forty-seven  cents. 

Mr.  Bottomley.  Miss  Coed!  As  I've  told  you  before,  you  need  not  be  afraid 
of  anyone  here.  We  do  not  permit  any  inferiority  complexes.  You  are  just  as  good 
as  anyone  in  this  room.    Now  speak  right  up.    Loud.    Go  ahead.  Yell. 

Miss  Coed,   (shouting)     Sixty-two  dollars  and  forty-seven  cents! 

Mr.  Bottomley.  That's  much  better.  Mr.  Kiely  must  have  heard  that  down 
in  the  basement. 

Mr.  Kiely.     (appearing  in  doorway)     Would  you  be  wanting  me? 

Mr.  Bottomley.  No,  Mr.  Kiely,  your  name  was  mentioned  but  no  one  called 
you.    (Exit  Mr.  Kiely.) 

Butch,     (aside)     That  was  a  pretty  fast  trip  from  the  basement. 

Mr.  Bottomley.  Quiet,  Butch.  Appaulo!  Tell  some  more  about  the  social 
events  in  1936. 

Appaulo.  I  didn't  think  we  had  that.  And  besides,  I  don't  go  in  for  dances 
and  that  sort  of  stuff  anyway. 

Mr.  Bottomley.  (Gives  Appaulo  a  withering  look  and  writes  in  book.)  Miss 
Ford. 

Miss  Ford.  They  had  a  sophomore  dance  at  which  more  money  was  made,  but 
they  spent  it  later  at  the  sophomore  party. 

Mr.  Bottomley.    The  junior  year,  Eloise? 

Eloise.     (gushingly)     Oh,  the  junior  prom  comes  to  my  mind  immediately, 


1938  YEAR  BOOK 


Page 


but  I  suppose  I  should  tell  first  about  their  Variety  Dance,  which  was  a  great  success. 
(dreamily)  That  junior  prom  must  have  been  so  beautiful  and  lovely — the  music — the 
decorations — and  everything. 

Mr.  Bottomley.    Yes,  yes,  go  on. 

Eloise.  I  don't  remember.  (Awakens  suddenly.)  Where  was  I?  Oh  yes — 
the  junior  prom.  The  book  says  it  was  the  most  colorful  affair  ever  staged  in  the 
school.  For  the  first  time  in  history  the  grand  march  went  off  smoothly  and  without 
any  mixup. 

Mr.  Bottomley.    And  the  senior  year,  Smythe? 

Smythe.  During  the  era,  or  the  period,  so  to  speak,  of  the  senior  year,  the 
social  diversions  of  the  students  of  those  days  I  would  list  as  follows:  namely,  the 
senior  promenade,  with  a  snack  or  two  at  Johnson's;  the  senior  play,  including  an  old- 
fashioned  buggy  ride;  the  junior  promenade,  the  highlight  of  the  spring  social  sea- 
son; and  the  class  banquet,  a  gustatorial  delight  to  please  the  palate  of  the  most 
fastidious  epicure. 

Mr.  Bottomley.    That's  enough,  Smythe. 

Smythe.  Quite.  But  I  also  know  about  the  graduation,  although  we  haven't 
studied  it  in  the  book  yet. 

Mr.  Bottomley.  We'll  take  that  up  tomorrow,  Smythe.  Speaking  of  the 
senior  play,  I  want  you  to  know  it  was  very  satisfying,  in  view  of  the  fact  that  I 
had  charge  of  tickets,  that  the  house  was  entirely  sold  out.  It  was  rumored  at  that 
time,  I  remember  it  well,  that  Walsh  would  not  indulge  in  the  customary  embrace 
with  the  heroine  at  the  final  curtain.  After  the  performance,  however,  and  the 
demonstration,  it  was  said  that  Walsh  should  be  made  professor  of  osculation  at  the 
Charm  School. 

(Pupils  laugh — all  but  Appaulo.) 

Mr.  Bottomley.    Hmmm.    Didn't  you  laugh  at  that  one,  Appaulo? 
Appaulo.  No. 

Mr.  Bottomley.    Hmmm.     (Writes  in  book.)  Butch! 

Butch,     (just  about  to  pass  a  note  to  Eloise)      Er — er — did  you  say  "Butch'"} 

Mr.  Bottomley.  Yes,  Butch,  I  said  "Butch."  Outline  some  of  the  sport  ac- 
tivities of  this  famous  class. 

Butch.  Well,  you  see  it  was  like  this.  Football  was  the  main  sport.  Under 
Coach  Heaphy  and  Assistant  Coach  Scafati,  and  with  a  majority  of  193  8  boys  on  the 
team  in  1936  and  1937,  they  didn't  take  a  beating  once.  They  were  scored  on  only 
once  in  two  years,  and  a  high  wind  was  mostly  to  blame  for  that.  And  in  the 
senior  year  they  beat  their  great  rival,  Norwood,  twenty-five  to  nothing. 

Mr.  Bottomley.    What  about  track  sports,  Appaulo? 

Appaulo.  They  were  good.  When  the  class  was  in  its  freshman  year,  it  was 
nicknamed  "the  track  class."  In  six  interclass  meets  they  lost  only  one,  and  the  school 
track  team,  while  these  boys  were  on  it,  was  undefeated  for  three  years.  Coach  Peterson 
took  over  track  sports  in  the  sophomore  year,  and  due  to  his  careful  and  competent 
training,  the  teams  established  this  record. 

Mr.  Bottomley.     Very  good,  Appaulo.     Tell  us  about  the  basket-ball  team. 

Appaulo.  The  basketball  team  under  Coach  O'Donnell  did  very  well  consid- 
ering the  lack  of  practice  due  to  the  destruction  of  the  gym  floor. 

Mr.  Bottomley.     Miss  Coed,  sum  up  the  two  remaining  sports. 
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Miss  Coed.  Well,  I  don't  know  much  about  games  in  those  days  when  only 
boys  played  on  the  teams,  but  I  learned  that  the  ice-hockey  team,  under  Coach  De- 
Salvo,  practiced  at  dawn  and  had  a  very  flashy  outfit.  The  breaks  of  the  game 
seemed  to  be  against  them  all  season.  They  also  had  an  old-fashioned  sport  called 
"baseball,"  coached  by  Mr.  Hcaphy  and  Mr.  Scafati;  and  in  this  sport,  too,  they  had 
a  splendid  record  each  year. 

Mr.  Bottomley.     Can  you  add  anything,  Smythe? 

Smythe.  Righto!  The  history  and  pictorial  record  of  this  era  indicates  that 
the  girls'  basketball  teams  were  composed  of  very  good-looking  young  ladies;  but, 
since  they  were  not  permitted  to  play  in  public,  an  accurate  account  of  their  abilities 
is  not  ascertainable.  However,  it  may  well  be  assumed  that  if  their  skill  equalled 
their  pulchritude,  they  were  most  successful. 

Mr.  Bottomley.  Miss  Ford,  three  other  important  events  occurred  during 
these  years.     What  were  they? 

Miss  Ford.  The  high  school  paper,  The  Mirror,  advanced  to  a  higher  class; 
Mr.  Ryan,  under  whose  direction  it  was  issued,  was  all  In  A  Dither.  The  Student 
Council  Convention  of  the  Eastern  Division  of  Massachusetts  was  held  at  Dedham 
High  School,  April  30,  1938;  thus  was  realized  one  of  the  fondest  dreams  of  Miss 
Boynton  and  Mr.  Eaton.    I — er — I  don't  remember  the  third  one. 

(Appaulo  raises  hand.) 

Mr.  Bottomley.    All  right,  Appaulo. 

Appaulo.  The  Dedham  High  School  Alumni  Association  had  old  Stone  Park 
enclosed,  which  enabled  the  Dedham  High  School  Athletic  Association  to  make 
barrels  of  money  for  Mr.  Green  to  buy  athletic  equipment. 

Mr.  Bottomley.  Well,  that  seems  to  cover  most  of  the  important  things  ex- 
cept graduation.  Before  the  hour  closes,  however,  I  want  to  call  to  your  attention 
the  following  statement:  In  the  preface  to  your  history  text-book,  O'Donnell  says: 
"This  class  of  193  8  has  been  made  the  subject  of  historical  research  because  it  was  so 
outstanding  and  had  such  a  variety  of  interests.  The  pupils  excelled  in  many  fields: 
athletics,  scholarship,  dramatics,  music,  and  sociability." 

You  pupils  would  do  well  to  emulate  the  virtues  of  the  class  of  193  8  and  you 
should  be  proud  to  attend  the  same  school  that  graduated  such  a  fine  class. 

(Period  hell  rings.    Pupils  rise  and  start  to  file  out.) 

Mr.  Bottomley.     Remember!     Tomorrow  we  take  up  the  graduation  of  the 

class. 
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Senior  Play 


The  Charm  School,  a  three-act  comedy  by  Alice  Duer  Miller  and  Robert  Milton, 
was  presented  by  a  cast  of  seventeen  seniors  in  the  George  F.  Joyce  Auditorium  on 
April  8.  The  play  was  a  financial  as  well  as  an  artistic  success,  as  every  seat  was 
sold  and  at  least  twenty  late  arrivals  were  turned  away.  Miss  Doris  Grant  directed 
the  play,  and  Mr.  Joseph  Ryan  assisted  her. 

The  play  dealt  with  Austin  Bevans's  efforts  to  reorganize  the  girls'  school  he 
inherited  from  his  aunt  so  that  the  pupils  would  acquire  charm  rather  than  knowledge. 
Homer  Johns,  the  somewhat  cranky  lawyer  who  held  a  mortgage  on  the  school,  was 
willing  for  Bevans  to  try  his  theories  but  threatened  to  foreclose  if  any  of  the  pupils 
fell  in  love  with  him. 

When  Austin,  accompanied  by  his  impecunious  friends  David,  George,  and  the 
Simpkins  Twins,  arrived  at  the  school,  the  girls  welcomed  them,  but  Miss  Hayes, 
the  headmistress,  opposed  them  violently.  This  amusing  situation  soon  became 
further  complicated  when  Elise  Benedotti,  the  beautiful  president  of  the  senior  class, 
fell  madly  in  love  with  her  new  principal.  Austin's  attempts  to  discourage  her, 
plus  the  various  entanglements  of  his  assistants,  made  the  rest  of  the  play  quite 
hilarious  and  completely  delighted  the  audience. 

David  Walsh  and  Helen  Petelski,  who  took  the  parts  of  Austin  and  Elise,  were 
the  stars  of  the  play  and  were  enthusiastically  applauded.  The  scene  in  which  they 
rode  back  to  school  in  a  decrepit  buggy  was  one  of  the  highlights  of  the  evening. 

Vincent  McNally  gave  an  admirable  portrait  of  Austin's  friend  David,  the 
serious-minded  one  who  insisted  that  his  pupils  should  really  study  history.  Douglas 
Dewar  was  most  amusing  as  George,  who  was  supposed  to  teach  accounting  but  did 
little  except  propose  to  Elise.  Lyman  Avery  and  Thomas  Pritchard,  as  the  Simpkins 
Twins,  pleased  the  audience  from  the  start  with  their  light-hearted  ways. 

Joseph  Kivlin  made  a  splendidly  forceful  Homer  Johns,  whose  rough  manners 
covered  a  real  affection  for  his  former  wife,  Miss  Hayes;  and  Mary  Jane  Beckford, 
as  Miss  Hayes,  excelled  in  the  difficult  task  of  being  a  stern  disciplinarian. 

One  of  the  most  amusing  roles  was  that  of  Miss  Curtis,  the  susceptible  old  maid, 
who  had  been  waiting  all  her  life  for  an  inspiration  like  Austin  Bevans.  Virginia 
Clark  gave  this  part  the  most  effective  treatment  imaginable. 

Of  the  girls  in  the  school — all  of  whom  looked  so  lovely  it  really  seemed  un- 
necessary to  teach  them  charm — Janet  Winters  was  delightful  as  Sally,  George's 
sister  and  the  twins'  idol;  Dorothy  Browne,  with  a  real  French  accent,  made  a  most 
amusing  Alix;  and  Anne  Carr,  Mary  Wood,  Madelyn  Allegro,  Genevieve  Haigh,  and 
Otelia  Weschrob  formed  a  lively  and  entertaining  student  body.  It  was  unfortunate 
that  illness  kept  Ruth  Higgins  from  taking  part  in  the  play,  as  her  dancing  in  the 
second  act  would  have  been  welcomed  as  heartily  as  was  Anne  Carr's  singing. 

The  Charm  School  differed  from  earlier  senior  plays  in  that  three  different  stage 
sets  were  used.  The  work  of  Walter  Smith,  Paul  Avery,  John  Gilbert,  and  John 
Peterson  in  rapidly  changing  the  scenes  kept  the  play  going  at  a  lively  pace. 

Also  sharing  in  the  success  were  Mr.  Keegan  and  his  sales  classes,  who  arranged 
the  program;  Mr.  Clark  and  his  art  students,  who  contributed  striking  and  effective 
posters;  and  Mr.  Bottomley  and  his  committee  of  energetic  ticket-sellers. 
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CLASS  WILL 


Elizaberh  Low  e  and  Doris  MacLaren 


CAST 


Judge   

Clerk  of  Court   

Attorney  for  Contestants 
Attorney  for  Testators  ... 


Preston  Shaw 
Robert  Gordon 
Wallace  Murray 
Thomas  Pritchard 


Witnesses: 

Miss  Susabelle  Snod grass   

Miss  Grace  Goodwin   

Professor  Ignatius  Horatio  Perciial  McQuack 


  Doris  Burhans 

Bernadette  McDermott 

  Arthur  McKay 

Doris  MacLaren  and  Betty  Lowe 
  Terry  Frost 


Secretaries 


Marshall 


Scene:    A  courtroom  in  Dedham. 


(Door  opens  at  left  and  Marshall  enters.) 
Marshall.    Court!    Court!  Court! 

(All  stand  as  Judge  walks  to  bench.) 


Clerk.  Hear  ye,  Hear  ye!  All  persons  having  business  in  Probate  Court  of 
Norfolk  County  draw  near,  and  ye  shall  be  heard.  God  save  the  Commonwealth  of 
Massachusetts.  (rattling  paper)  First  case  on  docket  in  matter  of  proving  the  last 
will  of  the  Class  of  193  8  of  the  Dedham  High  School.    Counsel  for  contestants,  ready? 

Att.  For  C.  Ready. 

Clerk.    Counsel  for  proponents,  ready? 

Att.  For  T.  Ready. 

Judge.    Contestants  may  open  case. 

Att.  For  C.  May  it  please  the  court,  the  contestants  aver  and  will  present  evidence 
tending  to  prove  that  a  certain  document  presented  to  this  court  and  purported  to  be 
the  last  will  of  the  Class  of  1938  of  the  Dedham  High  School  should  not  be  admitted  to 
probate  by  this  honorable  court  because  the  said  document  does  not,  in  fact,  truly  rep- 
resent the  will  of  said  class,  because  said  document  was  executed  while  the  testators  were 
of  unsound  mind,  and  at  the  time  of  writing  many  members  of  the  class  were  not 
present,  because  they  were  in  Norwood,  West  Roxbury,  Hyde  Park,  and  diverse  places 
and  therefore  could  not  express  their  will  for  and  against  it.  May  it  please  the  Court, 
I  will  now  call  the  first  witness. 


Att.  For  C.    Please  state  your  name,  address  and  occupation. 

Miss  S.  S.    Miss  Susabelle  Snodgrass,  17  Cucumber  Terrace,  and  I  attend  Dedham 


(Clerk  calls  first  witness  and  swears  her  in.) 


High. 


Att.  For  C.   How  long  have  you  known  the  deceased? 
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Miss  S.  S.   Four  years. 

Att.  For  C.  Did  you,  in  all  that  time,  ever  notice  any  signs  of  insanity  in  the 
class? 

Miss  S.  S.    I  don't  like  to  speak  of  it,  but  now  that  you  mention  it — 

Att.  For  C.    Oh!     You  have  noticed  some  peculiarities  then?    Tell  us  of  them. 

Miss  S.  S.  Well,  one  Saturday  last  Fall  at  Stone  Park  most  of  the  Class  of  '38  were 
seen  acting  as  seniors  certainly  should  not  act.  Why,  they  were  most  undignified.  They 
were  jumping  up  and  down,  shouting,  and  pounding  those  standing  in  front  of  them. 
And  then  another  time,  when  I  was  passing  the  boys'  gym,  I  saw  Lyman  Avery,  the 
Class  President,  running  in  circles. 

Att.  For  C.  This  is  most  interesting.  Do  you  remember  any  other  strange 
actions? 

Miss  S.  S.  Now  that  I  think  of  it,  I  do  remember  one  sign  of  insanity  that  occurred 
time  and  again  among  the  members. 

Att.  For  C.    And  what  was  that? 

Miss  S.  S.  Well,  once  in  a  while,  if  one  watched  very  carefully,  he  could  some- 
times catch  a  senior  studying  in  a  study  hall. 

Att.  For  C.  Hm-mm,  quite  peculiar.  Did  you  notice  any  absurd  bequests  in 
the  will  itself? 

Miss  S.  S.    Goodness,  yes.   Quite  a  few. 

Att.  For  C.    Could  you  tell  the  court  some  of  them? 

Miss  S.  S.  The  bequest  to  Mr.  Ryan.  What  would  he  want  with  a  scooter  and 
trailer?  Everybody  knows  Mr.  Peltier  walks  to  school  and  Mr.  Ryan  wouldn't  have  a 
chance  to  give  him  a  ride.  I  would  have  given  Mr.  Ryan  a  complete  set  of  Shakespeare. 
He  has  always  wanted  to  read  some  of  Bill's  works. 

Att.  For  C.  Can  you  remember  some  more  examples  of  their  unbalanced  be- 
havior? No?  Well,  what  about  this  part  here?  (Reads)  "To  Mr.  Peltier,  the  charming 
wearer  of  Baby  Blue  suspenders,  we  leave  a  box  of  Force  so  that  he  can  get  some  Bobby 
Benson  Money  to  use  in  civics  classes.''    What  do  you  think  of  that,  Miss  Snodgrass? 

Miss  S.  S.  Everybody  knows  that  Mr.  Peltier  would  rather  have  some  Whcatics, 
the  Breakfast  Food  of  Champions. 

Att.  For  C.  Uh  huh,  and  what  about  this?  (Reads  from  will)  "As  he  is  rapidly 
becoming  adept  at  it,  we  leave  Katherine  McLean's  skipping  of  school  and  signing  of 
excuses  to  Billy  Conlon." 

Miss  S.  S.  Well,  that  is  absurd.  Nobody  does  such  a  thing  at  Dedham  High, 
and  it's  unfair  even  to  suspect  it. 

Att.  For  C.  I'm  glad  that  is  cleared  up.  And  now  to  continue.  What  else  in 
the  will  seemed  strange? 

Miss  S.  S.  In  the  will  something  that  seemed  quite  foolish  was  left  to  Miss  Grant. 
I  can't  remember  what  it  was. 

Att.  For  C.  (Reads  from  will)  "To  Miss  Grant,  coach  of  the  senior  play,  we 
leave  a  bouquet  along  with  a  copy  of  Mr.  Ryan's  famous  ballet,  The  First  Crocus.  We 
hope  she  will  be  able  to  produce  this  shortly."  Is  that  the  section  you  referred  to,  Miss 
Snodgrass? 

Miss  S.  S.    Yes,  it  is. 

Att.  For  C.  Suppose  then  you  state,  in  your  own  words,  just  why  this  bequest 
is  ridiculous. 
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Miss  S.  S.    Miss  Grant  directs  plays,  not  ballets. 

Att.  For  C.  Thank  you,  Miss  Snodgrass.  That  will  be  all.  (to  other  lawyer) 
You  may  inquire. 

(Lawyer  for  Contestants  sits  down  and  Lawyer  for  Testators  takes  witness.) 

Att.  For  T.  Well  now,  Miss  Snodgrass,  you  have  known  the  deceased  for  four 
years.  Can't  you  think  of  anything  indicating  they  were  in  full  possession  of  their 
mental  faculties? 

Miss  S.  S.  (After  concentrating)  Of  course  they  left  Nancy  Drew's  marvelous 
reports  to  Lily  Johnson  and  Virginia  Clark's  ability  in  history  to  Dorothy  Richardson. 
Other  than  that,  I  can  think  of  nothing. 

Att.  For  T.  Why,  you  must  approve  of  a  few  of  the  other  bequests,  too.  For 
instance,  it  says  here,  "Bernadette  McDcrmott's  outstanding  basketball  playing  is  left 
to  Isabelle  Kennedy,  and  Gertrude  Haskell's  contagious  giggle  is  given  to  Rita  McCarty." 
Here  in  another  place  it  reads,  "During  the  four  years  in  which  he  has  been  Class 
Treasurer,  John  Hunt  has  spent  many  long  nights  pondering  over  the  class  accounts. 
For  all  this  work  he  has  received  nothing  except  the  words  class  treasurer  after  his  name 
and  twenty-seven  headaches.  Everything  considered,  however,  we  are  proud  to  leave  his 
ability  to  Gertrude  Coates."    Now,  Miss  Snodgrass,  don't  you  approve  of  all  this? 

Miss  S.  S.    Wc-11,  I  suppose  so,  but  that  does  not  prove  they  were  sane  . 

Att.  For  T.  No,  it  doesn't;  but  it  is  helping  to.  Now  to  refer  to  one  or  two  of 
the  first  statements  you  made.  You  said  nearly  all  of  the  class  was  seen  at  Stone  Park 
acting  in  a  manner  not  becoming  to  seniors? 

Miss  S.  S.    Yes,  I  did. 

Att.  For  T.    Will  you  repeat  what  you  said. 

Miss  S.  S.  I  said  that  nearly  all  were  at  Stone  Park  jumping  up  and  down  and 
shouting. 

Att.  For  T.    And  you  saw  no  reason  for  the  excitement — none  whatever? 
Miss  S.  S.  No-o-o. 

Att.  For  T.    Come  now,  no  reason? 

Miss  S.  S.  Well,  I  suppose  the  football  game,  that  Dedham  was  winning,  had 
something  to  do  with  it. 

Att.  For  T.  Oh!  There  was  a  football  game.  You  didn't  mention  that  before. 
And  about  Lyman  Avery.    You  are  sure  you  saw  him  running  in  circles? 

Miss  S.  S.    Yes,  in  the  gymnasium. 

Att.  For  T.    Were  the  circles  big  or  little? 

Att.  For  C.  I  object,  Your  Honor.  The  size  of  the  circles  has  no  bearing  on 
the  case. 

Att.  For  T.  Your  Honor,  it  is  quite  important  to  find  out  whether  the  circles 
were  big  or  little. 

Judge.     Objection  overruled.     You  may  proceed. 

Att.  For  T.    Well,  Miss  Snodgrass,  were  the  circles  big  or  little? 

Miss  S.  S.    They  were  big  ones. 

Att.  For  T,  And  isn't  it  true,  Miss  Snodgrass,  that  Lyman  was  competing  in 
a  track  meet? 

Miss  S.  S.  Ye-es. 

Att.  For  T.  Thank  you.  And  about  the  seniors  studying  in  study  halls.  Are 
you  sure  of  that. 

Miss  S.  S.  Positive. 
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Att.  For  T.    That  could  have  been  just  an  accident  on  their  part.    Even  the  best 
of  us  make  mistakes  some  time.    Thank  you,  Miss  Snodgrass,  that  will  be  all. 
(First  witness  leaves  stand.    Clerk  calls  second  and  swears  him  in.) 
Att.  For  C.    Your  name? 

Prof.    Ignatius  Horatio  Percival  McQuack,  A. B.C.,  X.Y.Z.,  and  C.O.D. 
Att.  For  C.    What  is  your  connection  with  the  case? 

Prof.    I  was  engaged  by  the  contestants  a  year  ago  to  study  the  senior  class  and 
determine  whether  the  members  were  of  normal  mentality. 
Att.  For  C.    That  was  the  Class  of  '3  8,  was  it  not? 
Prof.  Yes. 

Att.  For  C.    And  just  what  were  your  findings,  Professor? 

Prof.  I  find,  after  a  thorough-going  investigation,  that  the  median  intelligence 
quotient  of  the  deceased  was  5  0.  This  figure  offsets  any  isolated  instance  of  brilliance 
in  the  class,  since  the  I.  Q.  of  the  moron  is  70. 

Att.  For  C.    Just  what  is  an  intelligence  quotient,  and  how  is  it  arrived  at? 

Prof.  The  I.  Q.,  or  intelligence  quotient,  represents  the  theta  correlation  of 
chronological  age  to  mental  age,  integrated  with  the  median  coefficient  of  beta  cor- 
relation.   It  is  especially  reliable  in  distinguishing  mice  from  men. 

Att.  For  C.  Thank  you,  Professor,  I  am  sure  that  everybody  understands  the 
significance  of  your  findings.    That  is  all.     (to  other  lawyer)     You  may  inquire. 

(Attorney  for  Testators  takes  witness.) 

Att.  For  T.    Well,  Professor,  we  know  your  name  and  the  result  of  your  study, 
but  I  should  like  to  know  how  long  you  have  been  practising? 
Prof.    I  have  been  practising  eighteen  months. 
Att.  For  T.    What  medical  school  did  you  graduate  from? 
Prof.     East  Burlap. 

Att.  For  T.    How  many  were  in  the  class? 
Prof.  Two. 

Att.  For  T.    What  subjects  did  you  specialize  in? 

Prof.    Anatomy,  zymurgy,  toxicology,  tautology,  odontology,  and  physiology. 

Att.  For  T.    And  now,  Professor,  just  what  are  you  doing  in  your  spare  time? 

Prof.  At  present,  I  am  making  a  scientific  study  of  the  proper  way  to  hold 
knitting  needles,  in  order  to  cut  down  air  resistance  and  speed  up  production. 

Att.  For  T.  I  am  sure  that  the  public  will  benefit  much  by  your  discoveries  and 
will  appreciate  the  extreme  reliability  of  your  testimony.  Thank  you,  Professor,  that 
will  be  all. 

(Professor  leaves  stand,  and  Judge  speaks  to  Counsel  for  Contestants.) 
Judge.    Have  you  more  witnesses? 
Att.  For  C.    No,  I  have  called  all, 

Att.  For  T.  May  it  please  the  Court,  the  Testators  aver  and  will  present  evidence 
tending  to  prove  that  a  certain  document,  purported  to  be  the  last  will  and  testament 
of  the  Class  of  1938,  Dedham  High  School,  should  be  admitted  to  probate,  for  said 
document  was  executed  while  the  deceased  was  of  sane  mind  and  is  in  truth  the  last 
will  of  said  deceased.    May  it  please  the  Court,  I  will  caH  my  first  and  only  witness. 

(Clerk  calls  and  swears  in  Miss  Grace  Goodwin.) 

Att.  For  T.    What  is  your  name,  address,  and  occupation? 
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Miss  G.  G.  Grace  Goodwin.  I  live  at  101  Fairview  Avenue,  and  I  am  working  my 
way  through  Dedham  High. 

Att.  For  T.    Did  you  ever  sec  this  will  before? 

Miss  G.  G.    Yes,  I  was  called  in  to  witness  the  signing  of  it. 

Att.  For  C.  I  object,  Your  Honor.  How  can  the  witness  tell  that  //  is  the  one 
she  saw?    She  only  saw  it  that  once. 

Judge.  Objection  sustained.  More  proof  must  be  given  to  have  statement 
credited. 

Att.  For  T.  Very  well.  Suppose  you  read  the  first  page  to  make  sure,  Miss 
Goodwin.    {Hands  will  to  witness,  who  glances  through  if.) 

Miss  G.  G.  This  is  the  one.  I  remember  it  left  the  dramatic  ability  of  Helen 
Petelski  and  David  Walsh  to  the  Dramatic  Club.  Uh  huh,  and  here  is  Lewis  Bedard's 
musical  talent  left  to  his  brother,  Edward. 

Att.  For  T.    Please  read  a  part  of  the  will  aloud  to  the  Court. 

Miss  G.  G.    Certainly.  (Reads) 

"Kenneth  Simpson's  activities  as  a  politician  and  his  book  How  to  Kiss  Babies  to 
Get  Votes  are  left  to  Philip  Spalding. 

"Ruth  Higgins,  our  Terpsichorcan,  leaves  her  ability  to  Doris  Ferris. 

"Catherine  Tate  passes  her  notable  appetite  on  to  Tony  Paglucca,  who  also  is  an 
epicure. 

"Constance  Carney's  sophistication  and  Edward  Lynch's  ability  to  charm  the  ladies 
are  left  to  Marion  Scanlon  and  Warren  Wheeler,  respectively." 

Miss  G.  G.    Is  that  enough?    I  am  positive  now  that  this  is  the  one. 
Att.  For  T.    Read  more  just  to  make  doubly  sure. 

Miss  G.  G.  Well,  this  is  the  most  convincing:  "Paul  Avery's  gallantry  is  left  to 
Ernest  Weidul."  And  this  next  part  I  remember  was  difficult  to  decide  on.  It  was 
discussed  for  hours  before  they  agreed  to  leave  Lyman  Avery's  executive  ability  to 
Eugene  (Geno)  DeFelice.  And  then  after  another  hour  it  was  voted  to  leave  Lyman 
Avery's  and  Paul  Chisholm's  scoring,  combined  with  the  teamwork  of  Vincent  DeBene- 
dictis,  James  Hall,  Paul  Avery,  Philip  Caroselli,  and  Tony  Bonito  to  next  year's  team. 
Mr.  Heaphy  was  also  given  the  job  of  coaching  the  team  through  another  undefeated 
season. 

Att.  For  T.  Well,  if  that  doesn't  prove  their  sanity,  I'm  sure  nothing  will.  Isn't 
some  mention  made  of  Miss  Clough,  too? 

Miss  G.  G.  Yes.  (Reads)  "Because  of  her  great  love  of  flowers  and  pretty  blot- 
ters, we  leave  Miss  Clough  a  package  of  seeds  and  a  year's  supply  of  assorted  blotters." 
And  here  is  another  one  I  could  never  forget.  "Jack  Gilbert's  authority  as  traffic  officer 
is  left  to  Bunny  Lod.    What  could  the  Freshman  Corridor  do  without  it?" 

Att.  For  T.  Thank  you,  Miss  Goodwin,  that  will  be  all.  (to  other  lawyer)  You 
may  inquire. 

(Counsel  for  Contestants  takes  ivitness.) 

Att.  For  C.  Well,  Miss  Goodwin,  you  admit  recognizing  the  will  as  the  one  you 
witnessed.  Perhaps,  then,  you  could  explain  some  bequests  that  have  puzzled  me. 
This  one,  for  instance.  (Reads)  "To  Mr.  Bottomley  we  leave  a  small  red,  white,  and 
blue  megaphone." 

Miss  G.  G.  That  is  to  use  for  advertising  the  senior  plays.  Mr.  Bottomley  is 
usually  hoarse  for  a  week  after  the  play  each  year,  and  as  a  result  he  cannot  assign  home- 
work to  his  classes. 
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Att.  For  C.    What  a  catastrophe! 

Miss  G.  G.    Yes,  the  pupils  think  so,  too. 

Att.  For  C.  What  do  you  say  about  this  bequest?  (Reads  from  will.)  "To  Dicky 
Norwell  we  leave  Doris  Brooks'  love  of  dear  old  D.  H.  S."  Now  whoever  heard  of  a 
person  loving  school? 

Miss  G.  G.    Both  she  and  Thomas  McDonough  do. 

Att.  For  C.    Thomas  McDonough  isn't  mentioned  in  the  will. 

Miss  G.  G.  H:  had  a  perfect  attendance  record  from  the  first  grade  through  high 
school.    It  was  impossible  to  find  anybody  worthy  to  receive  his  record. 

Att.  For  C.  I  don't  wonder.  (Glances  again  at  will  in  band.)  But  how  are 
you  going  to  explain  this  item?  (Reads)  "To  Mr.  Heaphy  we  leave  an  adding  machine." 
Now  what  would  Mr.  Heaphy  want  with  that? 

Miss  G.  G.    He  could  use  it  to  add  Dedham's  score  over  their  opponents. 

Att.  For  C.  Well,  some  things  are  being  cleared  up  now.  I  suppose  the  motion 
picture  camera  that  was  given  to  the  Photography  Club  is  to  be  used  for  recording  the 
same  games,  isn't  it? 

Miss  G.  G.  Oh  no,  that  is  for  the  Golf  Tournament  between  Daring  Danny  Keegan 
and  Tiny  Tom  O'Donnell.  When  they  discovered  they  were  both  receiving  complete 
golf  equipment,  they  challenged  each  other. 

Att.  For  C.  I'm  sure  that  class  was  beyond  me.  I  still  cannot  understand  the 
gifts,  but — .    That  will  be  all,  Miss  Goodwin. 

(Miss  Goodwin  leaics  stand  and  Counsel  turns  to  Judge.) 

Att.  For  C.  It  is  not  my  intention  to  attempt  to  summarize  the  arguments.  We 
have  every  confidence  in  the  sound  judgment  of  this  Court.  Counsel  for  contestants 
rests. 

Judge.  Counsel  for  the  Testators,  do  you  wish  to  summarize  your  evidence? 
(Lawyer  for  Testators  turns  to  Judge.) 

Att.  For  T.  Your  Honor,  I  have  tried  to  prove  two  things.  First,  that  this  is 
the  original  will  and  second,  that  the  deceased  was  of  sound  mind.  The  will  should  be 
probated  as  it  stands.  I  am  willing  to  rest  my  case  on  the  evidence  submitted,  the 
testimony  of  those  close  to  the  deceased,  and  the  explanations  received.  Counsel  for 
the  testators  rests. 

Judge.  (After  a  pause)  Based  upon  the  evidence,  although  much  of  it  has  been 
conflicting,  I  rule  that  the  will  be  submitted  to  probate. 


MIRROR  STAFF 

STANDING— T.  Pritchard,  W.  Wheeler,  Mr.  Ryan,  Adviser,  R.  Wigmore, 

P.  Shreve,  T.  Frost. 
SEATED— J.  Hunt,  A.  C.irr,  J.  Winters,  J.  Kivlin. 
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The  Year  Booh 


Editors 

Lois  Edmands  Janet  Winters 


Charles  Andries 
William  Bennett 
Constance  Carney 
Dorothy  Dennison 


Assistants 
Louise  Hall 
Dorothy  Heymer 
Vincent  McNally 
Joan  Robertson 


Philip  Shreve 
Robert  Welsh 
Otelia  Weschrob 
Prudence  Williams 


Business  Manager 
Charles  Andries 


Class  Day  Play 

For  their  class  day  play  the  seniors  presented  Spreading  the  News,  a  one-act 
comedy  by  Lady  Gregory.    Miss  Olga  von  Schantz  and  David  Walsh  directed  the  play. 

The  stage  setting  showed  a  typical  Irish  country  fair.  The  plot  centered  around 
Mrs.  Tarpey  (Rita  Kennedy),  the  ov/ner  of  an  apple  cart,  and  showed  the  amusing 
developments  arising  from  her  deafness  and  the  contagious  gossip  of  the  townspeople 
(Douglas  Dewar,  Mary  Gesick,  John  Hunt,  and  Richard  Wigmore).  The  victim  of 
the  gossip  (Richard  White)  is  supposed  to  be  the  murderer  of  red-haired  Jack  Smith 
(Vincent  McNally).  Unwittingly  he  walks  into  the  arms  of  the  law  (Jack  Gilbert) 
and  the  law's  meek  subordinate  (Louis  Lovely),  and  out  of  the  arms  of  his  spirited 
wife  (Alice  Logan). 

The  Irish  brogues  of  the  characters  added  greatly  to  the  enjoyment  of  the  play. 
The  action  moved  swiftly  to  a  hilarious  conclusion  as  the  magistrate,  by  his  stupid 
questioning,  is  finally  convinced  of  the  simple  Fallon's  guilt. 

Vincent  McNally's  rendition  of  The  Red-Haired  Man's  Wife  was  particularly 
entertaining;  in  fact  the  entire  play  showed  careful  directing  and  thorough  rehears- 
ing, and  met  with  deserved  applause  from  the  audience. 
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OUR  FAVORITES 


Favorite  Song   Please  Be  Kind 

Favorite  actor    Spencer  Tracy 

Favorite  actress    Myrna  Loy 

Favorite  comic  strip    L'il  Abner 

Favorite  radio  star    Charlie  McCarthy 

Favorite  newspaper    Globe 

Favorite  food    Fried  Chicken 

Favorite  sport   Swimming 

Favorite  subject    History 

We  Have  Voted 

Most  popular  boy    Lyman  Avery 

Most  popular  girl    Janet  Winters 

Best  dressed  boy    John  Gilbert 

Best  dressed  girl    Constance  Carney 

Wittiest  boy    Philip  Shreve 

Wittiest  girl    Rita  Kennedy 

Best  looking  boy    Philip  Caroselli 

Best  looking  girl    Constance  Carney 

Best  natured    Paul  Avery 

Most  dignified    Anne  Carr 

Most  reliable  girl    Nancy  Drew 

Most  reliable  boy    Vincent  DeBenedictis 

Best  girl  athlete    Otelia  Weschrob 

Best  boy  athlete    Paul  Chisholm 

Best  girl  dancer    Doris  Fitzhenry 

Best  boy  dancer    Paul  Chisholm 

Boy  most  likely  to  succeed    Vincent  DeBenedictis 

Girl  most  likely  to  succeed    Nancy  Drew 

Class  Genius    Virginia  Clark. 

Social  Lion    Walter  Smith 

Most  Musical    Laurence  Corbett 

Most  Artistic   Edgar  Sundberg 

Most  Dramatic    Dorothy  Browne 

Most  Argumentative    Malcolm  McDonald 

Boy  who's  done  most  for  class    Lyman  Avery 

Girl  who's  done  most  for  class    Janet  Winters 

Merriest    Elinore  Scott 

Most  Talkative    Lucy  Yonsen 

Peppiest    Alice  Logan 
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FOOTBALL  SQUAD 

SEATED — A.  <Jallo,  B.  Bisbee.  T.  McDonough.  Manager.  P.  Zonfrelli. 

FRONT  ROW— J.  Hall,  W.  Conlon,  E.  Weidul,  P.  Avery,  V.  DeBenedictis,  P.  Chisholm 

(Co.-Capt.),    L.    Avery    (Co-Capt.),    P.    Caroselli,    P.    Podolski,    A.  Bonito, 

R.  Walsh. 

SECOND  ROW— Coach  J.  Heaphy,  H.  Katchpole,  I..  Armour,  A.  Paglucca,  A.  Turner, 
L.  Corbett,  L.  Lovely,  D.  Hodges,  W.  Taylor,  E.  Keelan,  Asst.  Coach  O. 
Scafati. 

THIRD  ROW— T.  Pritchard,  W.  Beaumont,  E.  Baker,  J.  Nagle,  Mr.  Eaton,  Principal, 
Mr.  Green,  Faculty  Manager,  P.  Howard.  W.  Smith,  V.  Scafati. 


TRACK  TEAM 

SEATED — J.  McGrath,  E.  Baker,  G.  Obuchon. 

FRONT  ROW— E.  Keelan,  V.  MeNally.  R.  Martin,  L.  Corbett  (Co-Capt.),  H.  Katch- 
pole (Co-Capt. >,  |>.  Chisholm.  W.  Smith.  W.  .lacobsen. 

SECOND  ROW — .1.  Bartlett,  J.  Karan,  E.  Marzinzik.  M.  Sullivan.  K.  Simpson,  J.  Hayes, 
D.  Cass,  W.  Doe,  P.  Zontrelli. 

THIRD  ROW— P.  Hodge,  W.  Hoefer,  J.  Eazdowski.  M.  Close,  A.  Turner,  A.  Gallo, 
D.  Brooks,  L.  Avery,  Manager. 
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BASKETBALL  TEAM 

FROT  ROW — T.  Marztnzik,  V.  DeBenedictis,  R.  Waish,  L  .Lovelv,  A.  Paglucca. 
SECOND  ROW— K.  Ruel,  J.  Xagle,  A.  Palermo,  C.  Atkins,  W.  Cotton,  P.  Howard. 
THIRD  ROW— .1.  McOuinness.  A.  Spiridigliozzi,  I  >.  Sullivan,  R.  Francke,  O.  Brooks. 


HOCKEY  TEAM- 


seated — W.  Beaumont,  E.  DeFelice,  T.  Pritchard,  W.  Logan,  L.  Armour,  W.  Connors, 

A.  Longden,  L.  O'Brien,  E.  Robbins. 
SECOND  ROW— Manager  T.  Rome,  W.  Daniels,  J.  Griffin,  L.  Landers,  P.  Caroselli, 

P.  Tilton,  W.  Smith,  E.  McXaught. 
BACK  ROW — Coach  DeSalvo,  D.  MacKinnon,  J.  Lally,  J.  Sexton,  W.  Hasenfuss,  W. 

Taylor,  Manager  J.  Kivlin,  E.  Wtidul. 
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ACTIVITIES 


MADELYN  ALLEGRO— Basketball  team  '36,  '37,  '3  8;  Dramatic  Club;  Senior  Play 
Cast. 

ELIZABETH  ALLEN — Decoration  Committee  Senior  Dance;  Junior  Prom  Invitation 
Committee;  Glee  Club  '37;  Mirror  Home  Room  Representative  '37. 

CHARLES  ANDRIES — Business  Manager  Year  Book;  Junior  Rotarian;  Class  Spelling 
Champion  '37. 

LYMAN  AVERY — Class  President  Four  Years;  Dramatic  Club  '3  8;  President  Student 
Council  '38;  Student  Council  '3  6,  '37,  '3  8;  Decoration  Committee  Senior  and 
Junior  Proms;  Co-Captain  Football  Team  '37;  Football  Team  '34,  '3  5,  '36,  '37; 
Captain  Track  Team  '36,  '37;  Track  Team  '34,  '3  5,  '36,  '37;  Track  Manager  '38. 

PAUL  AVERY— Track  '3  5,  '3  6,  '37,  '3  8;  Football  '3  7,  '3  8;  Ring  Committee;  Traffic 
Squad  '35,  '36,  '37,  '38;  Judge  at  Student  Court. 

BETSY  A.  AYRES — Executive  Committee  '3  5;  Freshman  Dance  Orchestra  Committee; 
Sophomore  Party  Orchestra  Committee;  Library  Council  '36;  Junior  Prom  Pro- 
gram Committee;  Junior  Dance  Orchestra  Committee;  Class  Ring  Committee; 
Cheer  Leader  '38;  Senior  Prom  Orchestra  Committee. 

BERNARD  BAILEY— Usher  Junior  Prom;  Usher  Graduation  '37;  Track  '3  8. 

WILFRED  BEAUMONT— Football  '37;  Hockey  '3  8;  Baseball  '3  8;  Executive  Com- 
mittee '3  5,  '36. 

MARY  JANE  BECKFORD— Senior  Play  Cast. 

LEWIS  BEDARD— Orchestra  '3  5,  '36,  '37,  '3  8. 

WILLIAM  BENNETT— Year  Book  Staff. 

ELIZABETH  BLAKE— Senior  Play  Ticket  Committee. 

ANTHONY  BONITO— Football  '3  5,  '36,  '37;  Track  '37,  '3  8;  Checking  Committee 

for  Senior  Prom. 
ROBERT  BRIGGS— Basketball,  Baseball. 

CATHERINE  BRINDLEY — Sophomore  Dance  Refreshment  Committee,  Chairman 
Junior  Dance  Decoration  Committee;  Junior  and  Senior  Prom  Decoration  Com- 
mittees; Properties  Committee  Senior  Play;  Cafeteria  '36. 

ARLENE  BROAD — Traffic  '36;  Orchestra  '35,  '36,  '37,  '38;  Orchestra  Committee 
Junior  Dance;  Orchestra  Committee  Junior  Prom;  Program  Committee  Senior 
Prom;  Cafeteria  '36. 

GEORGE  BROOKS— Basketball  Manager  '3  8. 

DOROTHY  BROWNE— Senior  Play  Cast;  Dramatic  Club  '3  5,  '36,  '37,  '38;  Basket- 
ball '3  5;  Freshman  Dance  Orchestra  Committee;  Junior  Dance  Committee. 
DORIS  BURHANS— Basketball  "3  5,  '36. 
NATALIE  CARDONI— Manager  Senior  Play  Program. 

ANNE  CARR— Basketball  '36,  '37,  '38;  Library  Council  '37,  '38;  Traffic  '36,  '38; 
Freshman  Dance  Refreshment  Committee;  Junior  Prom  Invitation  Committee; 
Mirror  Staff  '37;  Junior  Dance  Novelty  Committee;  Assistant  Editor  Mirror  '38; 
Senior  Prom  Decoration  Committee;  Senior  Dance  Decoration  Committee;  Senior 
Play;  Picture  Committee  '3  8;  Class  Prophecy. 
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DON  A  ID  CHEETHAM— Photography  Club;  Music  Club  '38;  Biology  Club  '3  5; 
Dramatic  Club  '38;  Basketball  Manager  '37;  Mirror  Editorial  Staff  '37;  Class 
Prophecy. 

CONSTANCE  CARNEY— Chairman  Senior  Play  Ticket  Committee;  Year  Book  Staff. 

PHILIP  CAROSELLI — Football  '37,  '38;  Hockey  '37,  '38;  Baseball  '38;  Student  Coun- 
cil '37,  '38;  Traffic  '36,  '37,  '38;  Student  Court  '37,  '38;  Vice-President  '36; 
Decoration  Committee  Senior  and  Junior  Proms  and  Class  Day  '36. 

LAWRENCE  CARTY — Decoration  Committee  Sophomore  Dance  and  Junior  Dance. 

PAUL  CHISHOLM— Vice-President  Senior  Class;  Football  '35,  '36,  '37,  '38;  Baseball 
'3  6,  '37,  Captain  '3  8;  Track  '36,  '37,  '3  8;  Orchestra  Committee  Senior  Prom; 
Student  Council;  Traffic  '36,  '37,  '3  8;  Executive  Committee  '36  '3  8. 

VIRGINIA  CLARK— Senior  Play;  Winner  of  History  Medal  '37;  Senior  Essay  Winner. 

MARION  COLLINS— Class  Prophecy;  Honor  Graduate. 

WILLIAM  CONNORS — Program  Committee  Senior  Prom;  Co-Captain  Hockey  '37; 
Hockey  '34,  '3  5,  '36,  '37. 

LAURENCE  CORBETT— Track  '3  5.  '3  6,  '37,  '3  8;  Co-Captain  Track  '3  8;  Football 
'37,  '38;  Student  Council  '36,  '37,  '38;  Executive  Committee  '36,  '37;  Glee  Club 
'3  5,  '36;  Class  Song;  Class  History;  Honor  Graduate;  Dramatic  Club  '36;  Head 
Usher  '37,  '3  8;  Orchestra  '3  5,  '36,  '37,  '3  8;  Traffic  Marshal  '3  8;  Traffic  '3  6,  '3  7,  '3  8. 

MURIEL  COSGROVE — Senior  Prom  Orchestra  Committee;  Freshman  Mirror  Reporter; 
Junior  Prom  Decoration  Committee. 

EVA  KATHERINE  DANIELS— Orchestra. 

ALICE  CUMMINGS— Basketball  Team. 

VINCENT  DeBENEDICTIS— Class  Secretary  '3  5,  '36,  '3  7,  '3  8;  Football  '37,  '3  8; 
Baseball  '37,  '3  8;  Basketball  '3  7,  '3  8;  Traffic  Squad  '3  7,  '3  8;  Student  Council  '3  8; 
Chairman  Ring  Committee  '3  7;  Chairman  Senior  Picture  Committee  '3  8;  Honor 
Graduate. 

DOROTHY  DENNISON — Junior  Prom  Decoration  Committee;  Senior  Prom  Decora- 
tion Committee;  Chairman  Senior  Play  Committee;  Care  of  Class  Pins;  Year  Book 
Committee;  Vice-President  of  Sophomore  Class;  Student  Council;  Traffic;  Orches- 
tra Committee  Sophomore  Dance;  Library  Council  '37,  '3  8;  Cafeteria  '34,  '3  5. 

DOUGLAS  DE WAR— Mirror  Reporter  '37;  Essay  Speaker  '37;  Dramatic  Club  '37; 
Senior  Play  Cast  '38;  Music  Club  '3  8;  Year  Book  Staff;  Class  Day  Play. 

LA  VERNE  DEWAR— Usher  at  Senior  Play  '3  8. 

NANCY  DREW — Junior  Prom  Invitation  Committee;  Chairman  Senior  Dance  Deco- 
ration Committee;  Traffic  '3  8;  Honor  Essay;  Honor  Graduate;  Spelling  Winner 
'37;  Properties  Committee  Senior  Play. 

MARY  DUNBAR— Basketball  '3  5,  '36,  '37,  '38;  Track  '3  5,  '36,  '37. 

NATALIE  DWYER — Basketball  '3  5,  '36;  Refreshment  Committee  Sophomore  Party; 
Decoration  Committee  Junior  Prom;  Executive  Committee  '3  8;  Editorial  Staff  of 
Mirror  '3  8;  Library  Council  '38;  Decoration  Committee  Senior  Prom;  Senior  Play 
Costume  Committee. 

LOIS  EDMANDS — Mirror  Reporter  '3  8;  Properties  Committee  Senior  Play;  Associate 

Editor  Year  Book;  Honor  Graduate;  Home  Room  Winner  Spelling  Contest  '3  5. 
LILLIAN  FARMEN— Ticket  Committee  Senior  Play;  Basketball  '34,  '3  5. 
MARY  FINN— Usher  Senior  Play. 

DORIS  FITZHENRY — Student  Council  '3  6;  Decoration  Committee  Junior  and  Senior 
Prom;  Costume  Committee  Senior  Play. 
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SHIRLEY  FORTNAM— Homeroom  Speller  '38. 

TERRY  FROST — Editorial  Staff  for  Mirror  '37;  Exchange  Editor  and  Circulation 

Manager  for  Mirror  '3  8;  Safety  Essay  Contest  Winner  '36. 
ANTHONY  GALLO— Track  '37,  '38;  Baseball  '36,  '37,  '38;  Football  '38. 
MARY  GESICK— Dramatic  Club;  Class  Day  Play;  Usher  at  Senior  Play;  Radio  Play 

Broadcast. 

JOHN  GILBERT— Traffic  Marshall  '3  5,  '36,  '3  7,  '3  8;  Track  Manager  '3  5;  Baseball 
Manager  '38;  Senior  Picture  Committee;  Library  Council  '35,  '36,  '37,  '38;  Student 
Council  '3  5. 

ELINOR  GREENE— Basketball  '3  5;  Honor  Graduate;  Co-author  of  Prophecy;  Home 

Room  Speller  '3  7. 
JULIAN  GRIFFIN— Hockey  '3  8. 

GENEVIEVE  HAIGH— Orchestra  Committee  Junior  Prom  '3  7;  Christmas  Play  '3  8; 
Senior  Play. 

JAMES  HALL — Executive  Committee;  Traffic  Squad;  Football  '3  5,  '3  6,  '3  7,  '3  8;  Track 

'3  5,  '36,  '37,  '38;  Library  Duty. 
LOUISE  HALL— Basketball  '3  5;  Home  Room  Speller  '3  8;  Year  Book  Staff;  Essay 

Speaker  '38. 

DORIS  HALLGREN— Basketball  '36,  '3  8;  Dramatic  Club  Treasurer  '34,  '3  5;  Invita- 
tion Committee  '37,  '3  8;  Usher  at  Senior  Play  '38. 
FORREST  HANSON— Football  '36,  '37;  Hockey  '37. 
ALBERT  HARRIS— Class  Will. 
GERTRUDE  HASKELL— Cafeteria  '36. 

DOROTHY  HEYMER — Mirror  Reporter  '3  8;  Costume  Committee  for  Senior  Play; 
Senior  Spelling  Winner;  Year  Book  Staff;  Honor  Graduate. 

DOROTHY  HIGGINS— Orchestra  Committee  '37,  '3  8;  Basketball  '37;  Cheer  Leader 
'3  8;  Junior  Ring  Committee  '37;  Library  '36. 

RUTH  HIGGINS— Student  Council  '35,  '36,  '37,  '38;  Traffic  '36,  '37,  '38;  Freshman 
Dance  Committee;  Librarian  '37,  '38;  Decoration  Committee  Chairman  '37;  Chair- 
man Costume  Committee  Senior  Play;  Executive  Committee  '36,  '37. 

DRAPER  HODGES— Football  '36,  '37;  Track  '36,  '37;  Executive  Committee  '37; 
Decoration  Committee  Junior  and  Senior  Proms;  Chairman  Refreshment  Com- 
mittee Junior  Prom;  Orchestra  Ccmmittee  Senior  Prom. 

KATHLEEN  HORTON — Committee  on  Advertising  for  Senior  Play. 

GERTRUDE  HUBBELL— Basketball  '36. 

JOHN  HUNT — Class  Treasurer  for  four  years;  Student  Council  '36,  '37,  '3  8;  Secre- 
tary of  Student  Council  '37;  Traffic  '36,  '37,  '38;  Chairman  Orchestra  Committee 
Junior  Prom;  Class  Day  Play;  Mirror  Staff  '37,  '38;  Cheer  Leader  '38. 

VINCENTIA  IAROCCI— Basketball  '37. 

MADELEINE  JOHNSON — Basketball   '36;   Freshman  Home  Room  Representative; 

Advertising  Committee  for  Freshman  Dance;  Refreshment  Committee  Freshman 

Dance;  Orchestra  '3  5,  '37,  '38. 
ALMA  KAMPS — Usher  Senior  Plav;  Refreshment  Committee  for  Senior  Dance. 
RITA  KENNEDY — Invitation  Committee  for  Senior  Prom;  Class  Day  Play. 
SHIRLEY  KINGSFORD — Junior  Novelty  Dance  Decoration  Committee;  Sophomore 

Hop  Decoration  Committee. 
JOSEPH  KIVLIN — Mirror  Journalist  '37;  Dramatic  Club  '35,  '36,  '38;  Mirror  Reporter 
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'3  5,  '3  6;  Christmas  Play  '3  5,  '3  8;  Library  Council  '36;  Entrance  Committee  Junior 
Prom;  Checking  Committee  Junior  Dance;  Hockey  Manager  '3  8;  Program  Com- 
mittee Senior  Prom;  Senior  Play. 

ANTOINETTE  KOWALSKI— Track  '36. 

MARY  LALLY— Traffic;  Cheer  Leader  '3  8. 

WILLIAM  LeVANGIE— Football  '36;  Senior  Essay  Speaker  '38. 
WILLIAM  LIBBY— Senior  Representative. 

ALICE  LOGAN — Freshman  Dance  Committee;  Sophomore  Dance;  Chairman  Decora- 
tion Committee;  Class  Party;  Decoration  Committee  Junior  Prom;  Orchestra 
Committee  Senior  Dance;  Program  Committee  Senior  Prom. 

ALFRED  LONGDEN— Hockey. 

LOUIS  LOVELY— Basketball  '3  6,  '37;  Captain  '3  8;  Football  '37,  '3  8;  Traffic  '36. 
LLIZABE'IH   LOWE — Basketball;   Mirror   Reporter   '37;   Ticket   Committee  Senior 

Play;  Cafeteria  '3  6;  Class  Will. 
EDWARD  LYNCH— Ticket  Committee  Senior  Play. 

DORIS  MacLAREN — Class  W.J  Committee;  A.  A.  Home  Room  Representative. 
ROBERT  MARTIN— Usher  Junior  Prom;  Track. 

THEODORE  MARZINZIK— I  rack  '34,  '3  8;  Basketball  '37,  '3  8;  Football  '3  7;  Cheer 
Leader  '3  8;  Baseball  '3  8. 

BERNADETTE  McDERMOTT— Basketball  '3  5,  '36,  '37,  '38;  Usher  Senior  Play; 
Class  Will  Committee;  Class  Will  Cast. 

MALCOLM  McDONALD — Chairman  of  Advertising  Committee  for  Freshman  Dance; 
Refreshment  Committee  Freshman  Dance;  Hockey  Team  '34,  '3  5;  Manager  Foot- 
ball Team  '34,  '3  5,  '36;  Chairman  Advertising  Committee  Sophomore  Dance; 
Orchestra  Committee  Sophomore  Party;  Refreshment  Committee  Junior  Prom; 
Miiror  '3  6;  Chairman  Advertising  Committees  for  Junior,  P.  T.  A.,  Junior  Novel- 
ties and  Football  Dances  '3  5,  '3  6;  Member  of  Orchestra  Committee  Junior  Prom; 
Chairman  Advertising  Committee  Senior  Sport  Dance;  Cheer  Leader  '3  8;  High 
Scorer  in  Sale  of  Advertisements  for  Senior  Play  Book;  Member  of  Traffic  Squad 
'36,  '3  7,  '3  8;  Student  Council  '36,  '3  7;  Library  Council  '36,  '37,  '3  8;  Member  Golf 
Team. 

RUIH  McDONOUGH— Ring  Committee  '37;  Basketball  '35,  '36,  '37,  '38;  Orchestra 
Committee  Junior  and  Senior  Proms;  Home  Room  Speller  '3  7,  '3  8;  Executive 
Committee  '37;  Cafeteria  '3  5;  Traffic  '3  6. 

THOMAS  McDONOUGH— Football  Manager  '37;  Chairman  Senior  Prom. 

ALICE  McGOWAN — Mirror  '37;  Freshman  Dance  Advertising;  Sophomore  and 
Junior  Dance  Advertising;  Junior  Ring  Committee;  Decoration  Committee 
Junior  Dance;  Chairman  Dance  Orders  Junior  and  Senior  Proms;  Advertising 
Senior  Dance;  Cheer  Leader  '3  8;  Ace  Saleswoman  Play  Book. 

JOHN  McGUINNESS— Track  '36,  '37,  '38;  Basketball  '37,  '38. 

VINCENT  McNALLY— Track  '35,  '36,  '37,  '38;  Senior  Play  Cast;  Class  Day  Play. 
EILEEN  MILROY — Basketball  '3  8,  Usher  at  Senior  Play. 
DAISY  MINER— Library  Council  '3  8. 
LOUISE  MUCCIACCIO— Basketball  '36,  '3  7. 

WALLACE   MURRAY— Photography    Club    President;    Instructor   of  Photography 

Course;  Assistant  Art  Editor  of  Mirror  '37. 
PHYLLIS  NICKERSON— Dramatic  Club  '3  5. 
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MYRTLE  NORWOOD— Sales  Solicitor  for  Senior  Play  Book. 
ROGER  PAINE— Track  '36,  '37. 

HELEN  PETELSKI — Refreshment  Committee  Freshman  Dance;  Decorations  Senior 
Dance;  Chairman  Refreshment  Committee  Senior  Dance;  Senior  Play  Cast. 

JOHN  PETERSON — Refreshment  Committee  Chairman  for  Sophomore  Dance,  Sopho- 
more Party,  Senior  Prom,  Junior  Dance,  Senior  Prom;  Senior  Play  Properties  Com- 
mittee; Usher  Junior  and  Senior  Proms;  Orchestra  '37,  '3  8;  Track  '3  8;  Refresh- 
ment Committee  Freshman  Dance. 

AUDREY  PHILLIPS— Treasurer  Photography  Club  '36;  Dramatic  Club  '3  8;  Adver- 
tising Senior  Dance;  Music  Club  Committee  '3  8;  Costume  Committee  Senior  Play; 
Home  Room  Representative  '37. 

ALFRED  POCH — Baseball  '37;  Advertising  Committee  Senior  Play;  Executive  Com- 
mittee '3  8;  Basketball  '37. 

THOMAS  PRITCHARD— Football;  Baseball;  Hockey;  Photography  Club;  Sports 
Editor  of  Mirror;  Senior  Play  Cast. 

WILLIAM  REID — Freshman  Dance  Committee;  Cheer  Leader  '36;  Program  Sales 
Manager. 

JOAN  ROBERTSON— Year  Book. 

IRENE  SCHEPMOES— Basketball  '36;  Track  '36. 

ELINORE  SCOTT — Freshman  Dance  Committee;  Sophomore  Party  Committee;  Senior 

Play  Committee;  Senior  Play  Program  Committee. 
HENRY  SEGERSTEN— Golf  Team  '3  8;  Manager  of  Basketball  Team  '3  5,  '36. 
CHARLOTTE  SEUFERT — Decorating  Committee  for  Freshman  and  Junior  Dances. 
JOSEPH  SEXTON— Hockey  '37. 
PRESTON  SHAW— Track  '37. 

PHILIP  SHREVE — Decorating  Committee  for  Senior  Dance;  Usher  for  Junior  Prom; 

Senior  Prom;  Orchestra  '38;  Senior  Play  Committee;  Feature  Editor  for  Mirror; 

'38  Year  Book  Staff;  Class  Prophecy. 
KENNETH  SIMPSON— Track  '3  5,  '36,  '37,  '38;  Basketball  '36,  '37;  Senior  Play 

Ticket  Committee. 

WALTER  SMITH— Track  '35,  '36,  '37,  '38;  Football  '37;  Traffic  '35,  '36;  Constitution 
Committee;  Executive  Committee  '34,  '3  5,  '36,  '37;  Hockey  '37,  '38;  Property 
Committee  for  Senior  Play;  Library  Council. 

DOROTHY  STARR — Invitation  Committee  for  Junior  and  Senior  Proms;  Home  Room 
Spelling  Champion  '3  8. 

MAURICE  SULLIVAN— Track  '36,  '3  7,  '3  8. 

EDGAR   SUNDBERG — Senior  Dance   Advertising   Committee;   Designer  of  Senior 

Playbook  Cover;  Senior  Decoration  Committee. 
VIOLET  TESSITORE— Basketball  '3  5,  '36,  '37. 
GEORGE  THOMPSON— Football  '37;  Baseball  '37,  '3  8. 

PHILIP  TILTON— Hockey  '36,  '37,  '38;  Traffic  '36,  '37,  '38;  Baseball  '38. 
RUTH  WAGNER— Basketball  '3  5;  Dramatic  Club  President  '36;  Dramatic  Club  '37. 
DAVID  WALSH— "The  Valiant";  Senior  Play;  Orchestra  '3  5,  '36,  '37,  '3  8. 
MARIE  WALSH — Student  Council  Dance  Decoration  Committee  '38;  Senior  Play 

Advertising  Committee. 
ROBERT  WALSH— Football  '37,  '3  8;  Basketball  '38. 
ROBERT  WELSH— Senior  Play  Program  Manager;  Year  Book  Staff. 
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OTELIA  WESCHROB — Senior  Play;  Mirror  Home  Room  Representative  '36,  '37,  '3  8; 

Basketball  '35,  '36,  '38;  Captain  '38;  Track  '35,  '36;  Year  Book  Staff;  Mirror 

Reporter  '3  5,  '36;  Advertising  Staff  for  Mirror  '37. 
WILLIAM  WESSELL — Program  Committee  for  Senior  Playbook. 

RICHARD  WHITE — Sales  Manager  of  the  Senior  Play  Book;  Senior  Prom  Checking 
Committee. 

PRUDENCE  WILLIAMS — Ticket  Committee  for  Senior  Play;  Invitation  Committee 

for  Junior  and  Senior  Proms;  Year  Book  Staff. 
HELEN   WILSON — Junior  Prom  Program  Committee;   Class  Pictures  Committee; 

Invitation  Committee  of  Senior  Prom;  Basketball   '3  5;  Advertising  Committee 

for  Sophomore,  Junior  and  Senior  Dances. 
JANET  WINTERS — Chairman  of  the  Sophomore  Party  Refreshment  Committee; 

Vice  President  '37;  Decoration  Committee  for  Junior  and  Senior  Dances;  Student 

Council  '37,  '3  8;  Chairman  of  Invitation  Committee  for  Junior  and  Senior  Proms; 

Traffic  '37,  '3  8;  Traffic  Manager  '3  8;  Senior  Play;  Mirror  Staff  '37;  Editor  of  the 

Mirror  '3  8;  Year  Book  Staff. 
MARY  WOOD— Senior  Play. 

LUCY  YONSEN— Mirror  Reporter  '36,  '37,  '3  8;  Dramatic  Club. 


GIRLS'  BASKETBALL  TEAM 
FRONT  ROW,  left  to  right— Ruth  McDonough,  Anne  Carr,  Capt.  Otelia 
Weschrob,  Doris  Hallgren,  Madelyn  Allegro. 

BACK    ROW— A  lice    Cummings,    Eileen    Milroy,    Bernadette  McDermott, 
Elizabeth  Lowe. 
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SUFFOLK  UNIVERSITY 

CO-EDUCATIONAL 


COLLEGE  OF  LIBERAL  ARTS 

Day  and  evening  classes 

Cultural  and  pre-professional  courses 

A.  B.,  B.  S.  and  B.  S.  in  Ed.  degrees 

COLLEGE  OF  JOURNALISM 

Evening  classes  taught  by  editors, 
journalists  and  advertising  men 

B.  S.  in  Journalism  degree 

COLLEGE  OF  BUSINESS  ADMINISTRATION 

Evening  classes  in  Accounting, 

Banking,  Finance  and  Business  Management 
B.  S.  in  Business  Administration  degree 

SUFFOLK  LAW  SCHOOL 

Day  and  evening  Divisions 

Pre-legal  courses  for  high  school  graduates 

LL.  B.  degree,  prepares  for  law  practice 

GRADUATE  SCHOOL  OF  LAW 

Evening  classes 
LL.  M.  degree 

Tuition  in  all  departments  $160  a  year 
Call:  Capitol  0555  (or)  Write  to: 


SUFFOLK  UNIVERSITY 

20  Derne  Street 
BOSTON  MASSACHUSETTS 


Ambitious  High  School  Graduates 


Do  YOU  know  that  PURCHASING  is  a 
growing  profession?  Here  is  an  opportunity 
to  improve  your  future.  Let  us  help  you 
get  started  in 

A  Real  Job 

bj  training  you  to  be  a  "Junior  Buyer". 
Business  and  Government  Agencies  need 
hotter  Purchasing  Agents.  Learn  how  to 
buy  merchandise  and  obtain  a  superior  job. 


Got  all-around  business  training  right  in 
your  own  vicinity.  In  our  Schools  you  re- 
ceive 

Personal  Training 

in  our  Buying  courses  as  well  as  in  Sales- 
manship, Accounting,  Stenography.  Type- 
writing. Office  Procedure,  Economics,  etc. 
You  simply  must  look  into  this  open  door  to 
advancement.  Write  for  our  descriptive  cat- 
alogue. 


BUYERS  BUSINESS  SCHOOLS   boston,  mass 

Operoted  by  BABSON'S  STATISTICAL  ORGANIZATION,  Incorporated 

Home  Office:  WELLESLEY  HILLS,  MASS. 


A  GOOD  SALARY 

Secured  by  girls  completing  courses 
on  Comptometers,  Electric  Burroughs 
Calculators,  Elliott  Fishers,  Electric 
Monroes,  Dictaphones,  Typewriting. 
Day  and  Evening.  All  1937  graduates 
have  been  placed  in  positions.  Estab- 
lished 1912.    Open  all  year. 

Higgins  Commercial 
Machine  School 

234  Boylston  Street 


L.  G.  Balfour  Company 


Attleboro 


Massachusetts 


Class  Rings 
Commencement  Invitations 
Diplomas  -  Cups  -  Medals  -  Trophies 

jeweler  to  the  Senior  Class  of 
Dcdham  High  School 

Representative 

Eugene  Manchester 

L.  G.  BALFOUR  COMPANY 
Attleboro  Mass. 


TRANSCRIPT  PRESS,  INC. 

SCHOOL  AND  COLLEGE  PRINTERS 
PRINTERS  OF  YOUR  YEAR  BOOK 
420  Washington  Street  Dedham,  Mass. 

Tel.  DEDham  0001-2 


The      aid  Studio 


OFFICIAL  PHOTOGRAPHER 
for 

D.  H.  S.  —  1938 


18  Newbury  Street 
Ken.  6044 
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